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FogFOAM is discharged directly into flames, smothering fire in seconds. 


Plane Crash Fire Controlled 


in Seconds 
... with Rockwood-equipped fire truck 


When Pratt & Whitney Aircraft division of United Aircraft Corporation decided 
to design a really outstanding fire truck, they turned to Rockwood for the special 
fire-fighting equipment needed. The result? A mobile unit that controls aircraft 
crash fires in seconds. 

Two Rockwood FogFOAM Turret Nozzles mounted over the driver’s cab are 
unique features of the unit. They discharge huge quantities of FOAM or FogFOAM 
into the fire, smothering flaming gasoline and blanketing wreckage. The Rockwood 
FOAM flows freely at sub-zero temperatures, clings to metal surfaces as an insulator, 
can be easily washed away after fire is put out. 

If crash fires occur, the truck can speed directly to the scene . . . reaching 
any corner of a 650-acre flying field in one minute. Test fires have been controlled in 
less than 30 seconds! 

Similar equipment is used for fighting gasoline spill fires on city streets, 
refineries, industrial plants, etc. 

Get the Complete Facts! Rockwood’s contribution to the Pratt & Whitney 
Aircraft truck is but one of many successful applications of Rockwood fire-fighting 
equipment. All types of equipment to combat all types of fires are available at 
Rockwood — or made to individual requirements. For complete details, send for 
your copy of our new illustrated catalog. 


jong 


88 HARLOW ST., WORCESTER 5, MASS. 


ROCKWOOD SPRINKLER CO. 





ROCKWOOD Type FFF FogFOAM 
Turret Nozzle can be manually op- 
erated from roof of cab. Other types 
of Rockwood Turrets can be hy- 
draulically operated from within cab. 
Provides 4 different types of dis- 
charge: FogFOAM, solid FOAM 
stream, WaterFOG, and solid water 
stream, 


ROCKWOOD Under Truck Nozzles 
and Ground Sweep Nozzles protect 
front and under parts of fire trucks. 
Also puts out fires in path of truck. 
Discharges FogFOAM or WaterFOG. 





ROCKWOOD Hand Lines utilize 
Rockwood SG Type Nozzles. They 
discharge High Velocity WaterFOC, 
FogFOAM, Solid FOAM Stream and 
Straight Water Stream and are avail- 
able in 1” sizes only. 
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Manila, the capital city of the Philip- 
pines, first installed a Gamewell fire 
alarm system in 1903. 


This system, from time to time extended 
with Gamewell equipment, was com- 
pletely destroyed during the recent war. 


After more than 40 years experience, 
Manila again purchased a complete 
fire alarm system consisting of a 38 
circuit central station, 14 fire station 
alarm and recording equipments, and 
600 fire alarm boxes. The new system 
has recently been placed in operation. 


THE GAMEWELL COMPANY 


NEWTON UPPER FALLS 64, MASSACHUSETTS 
In Canada: Northern Electric Co., Ltd., Belleville, Ontario 
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Two-fisted firepower with 
JOHN BEAN HPV Fire Fighters 


.-. TWICE the fire protection from one truck, with the 
sensational John Bean HPV Fire Fighter that delivers 
approved full volume plus high-pressu.e fog. Two independ- 
ent pumps, which can be operated separately or together, 





NEW Volume Pumps Deliver Underwriters’-approved 


make the HPV truly two fire fighters in one. Streams at 500 GPM, 600 GPM, or 750 GPM 
You can hit fires fast and hard with John Bean true, high- 
pressure fog. Carrying 600 gallons of water, the HPV is * Trouble-free Operation 
always ready for instant action upon arrival at a fire. Where fA a aes 
street mains, ponds, or other outside sources of water are * Foolproof Automatic Priming 
available, you can add the slugging firepower of Underwriters’- * Long-life, Water-cooled Gear Case 
approved volume streams. diel s 
Protect your community with John Bean Two-Fisted fire- Simplified Pump Maintenance 


power. Write today and get the facts about the NEW John 


Bean Fire Fighters. 


~—“—aae J 0 i fi 
TWO-FISTED FIRE FIGHTERS 


Lansing 4, Michigan 
Can be mounted on most standard truck chassis 





K F A ay John Bean Division 
426 Julian Street 


San Jose, California 





A PRODUCT OF FOOD MACHINERY AND CHEMICAL CORPORATION 
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Many exclusive features give AKR-O-MIST 
definite superiority—Has won preference 
among successful fire engineers. 


See Your Akron Brass Representative Today 
or Write to: 


AKRON BRASS MFG. COMPANY, INC. 
WOOSTER, OHIO 


PU RS 


FIRE FIGHTING 


i: 
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OPENS FIRST with 160 
degrees DOUBLE ad- 
justable conical vapor 
for wide coverage— 
water curtain and smoke 
ejector. 





A SLIGHT TURN fur- 
ther concentrates double 
vapor for greater dis- 
tance. 


SOLID STREAM 


OUTER VAPOR shut 
off, leaving inner cone 
only for washing down 
purposes. 














EQUIPMENT 


Or 
| Noz 


wly AKR+O-MIST 


Opens from SHUT-OFF to FOG 
Prevents Water Damage 


a 
ae 
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INNER SPRAY 
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INNER SPRAY 
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There |ls A DARLEY 4%2n 


for Every City and Rural Fire Service 


‘eg 


) 
| 


‘a 


A highly efficient pumper apparatus with the Champion Three 
Stage Centrifugal Pump powered by the 1951 International. 
The Pump is the Type SH500 which delivers 500 gallon Under- 
writer performance plus 60 gallons per minute at 850 Ibs. for 
high pressure fog. 


Or this Darley Apparatus is also available in Underwriter capaci- 
ties of 600 GPM and 750 GPM modern commercial truck 
motors having adequate power for the larger capacity pumps. 


Booster Tank: 800 gallon flat type with quick action rear fill and 
special line piped from pump to tank for refilling tank by pump- 
ing at draft. 


Booster Hose Reels: Two with horizontal and vertical guide 
rollers so that hose can be pulled off quickly and easily in any 
direction without rubbing or binding anywhere. 


Compartments: Roomy and adequate for safe, convenient stor- 
age of equipment. 


RE LE 


ae 


ipparatus Booklet 


W. S. DARLEY & CO. Chicago 12 
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“Attacking and Extinguishing In- 
terior Fires,” a book written by 
Lloyd Layman, former chief of the 
Parkersburg, West Virginia, Fire 
Department, and advertised on the 
back cover of this issue, should create a great deal of 
interest among members of the fire service. It has been 
published by the National Fire Protection Association 
as a contribution by Chief Layman who has given a 
great deal of time and study to the technique of fighting 
fire with water fog. 

Water is the most important and universal extinguish- 
ing agent available to the fire fighter. The proper and 
most effective use of water for controlling fires, there- 
fore, is of prime importance to all fire fighters, whether 
located in a large metropolitan city or in a rural area. 
Millions of gallons of water have been wasted and mil- 


New Book 
for 
Fire Fighters 





lions of dollars of water damage has been done at fires 
because fire fighters have lacked reliable information on 
the most effective methods of application of water. 

Few men could be better equipped to write such a 
text. The author directed wartime studies of shipboard 
fire extinguishment for the U. 8. Coast Guard and last 
year retired after 20 years as chief of a municipal fire 
department. 

Fire fighters who want to be up to date will find 
“Attacking and Extinguishing Interior Fires” a “‘must’’ 
for their libraries. The NFPA is publishing it as a valu- 
able point of view on a new and special development in 
fire fighting written by a practical fire fighter with a 
national reputation. Copies may be obtained by writ- 
ing to the National Fire Protection Association, 60 
Batterymarch St., Boston, Mass., or by filling out and 
mailing in the coupon on the back cover of this issue. 

This is not Chief Layman’s first book on fire fighting. 
His “Fire Fighting Tactics,” at present temporarily 
out of print, has been a standard reference volume for 
the fire service for more than a decade. 





One of the meanest and most trouble- 
some types of vandalism with which 
Phoenix, Arizona, fire and police of- 
ficers have to contend is the setting 
of palm tree fires. In the City of 
Phoenix and in its suburban areas many of these lovely 
palm trees have been cultivated over a period of years. 
The main street, North Central Avenue, has four miles 
of a double row of palm trees. 

In growing, palm trees build up a “collar” of dried 
stumps of palm fronds as the fronds break off each year. 
Older trees build up sizeable collars as is noticeable in 
the cover picture and in the picture above. While the 
City of Phoenix maintains a crew especially for trim- 
ming palm trees lining the city streets, some residents 
prefer to have the “straggly”’ effect which these collars 
make and simply allow them to grow. 

Palm tree collars are very susceptible to fire. A series 
of recent fires in and near Phoenix have been attributed 
to arsonists. The palm trees burn from bottom to top 
with an effect that is almost explosive. The problem 
that this creates for fire fighters is well illustrated by the 
cover picture and the picture on this page showing a 
group of fires on the grounds of the Dwight B. Heard 
home now occupied by a Jewish Community Center. 
Note the weird effect of the hose stream on the cover 
picture, probably taken while the nozzle was in motion 
as the line was placed in service. 
tion supplied by editors of “Thunderbird Wingspread,” of 
Phoenix, a monthly newspaper for firemen of the South- 
west.) 


Cover 


Picture 


(Pictures and informa- 
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You Are Inuited to Attend the 


26th NFPA Annual Meeting — June 9 to 13, 1952@ * 


New York City, New York 


AKE your plans now to attend 

the 56th Annual Meeting of the 
National Fire Protection Associa- 
tion in New York City, June 9-13. 
All NFPA members and other per- 
sons interested in fire protection are 
cordially invited to attend. Fire de- 
partments in the vicinity should at- 
tempt to have some representation 
at the meeting as fire protection 
standards are discussed and de- 
veloped. There will be a registration 
fee of $5 for all who the 
meeting. 

The scheduled program not only 
offers a wide variety of fire protec- 
tion topics but also gives guests op- 
portunity to enjoy the social and 
entertainment features for which 
New York is famous. A preliminary 
program and information on hotel 
accommodations appeared in the 
April issue of NFPA Fire News. 
The Hotel Statler will be head- 
quarters for the meeting, with addi- 
tional accommodations available at 


the Hotels MeAlpin and Martinique. 


attend 


Hi opening GENERAL SESSION 

on Monday morning, June 9, will 
include addresses by New York 
Mayor Hon. Vincent R. Impellitteri, 
City Fire Commissioner Hon. Jacob 
Crumet, and a feature address by 
S. J. Rosch of Anaconda Wire & 
Cable Company. 

The Frre MarsHA.s’ 
and the ExLecrricaL Section will 
meet in the afternoon. In the former 
session R. Granville Curry of the 
American Automobile Association 
will discuss Current Problems in the 
Transportation of Explosives. A 
panel of experts will answer ques- 
tions and discuss problems of Lique- 
fied Petroleum Gas. 


()*s TUESDAY morning there 

will be a session on MUNICIPAL 
AND RURAL FIRE Protection. Chief 
Rudolph Swanson, President, Inter- 
national Association of Fire Chiefs 
will speak on current problems of the 
fire service. There will also be re- 
ports by chairmen of NFPA Com- 


SECTION 
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mittees on Firemen’s Training, Fire 
Department Equipment, and Farm 
Fire Protection. Other important 
addresses will be made on municipal 
and rural fire protection. 

A Buttptine Cope Forum will be 
conducted at the same time as the 
above session. Moderator will be 
G. N. Thompson, National Bureau 
of Standards. Advantages of differ- 
ent types of model building codes 
will be the main topic of discussion. 

On Tuesday afternoon there will 
be simultaneous meetings including 
the AvIATION SEMINAR and a con- 
tinuation of the Fire 
SECTION. 


Wy EDNESDAY morning will 
have a session for the discus- 
sion of Hazarpous MATERIALS fea- 
turing reports of chairmen of NFPA 
Committees on Flammable Liquids, 
Gases, Hospital Operating Rooms, 


MARSHALS’ 


Hazardous Chemicals and Explo- 
sives, Combustible Metals, and 


Wearing Apparel. 

At the same time there will be a 
session on TRANSPORTATION FIRE 
PROBLEMS covering: Fire Protection 
for Trucks; Fire Safety on the High- 
Way; presentation of a new standard 
for adoption on Transit Operations; 
The Automobile as a Fire Hazard; 
and Marine Fire Protection. 


There will be an all-day session on 
INDUSTRIAL Frre PROBLEMS on 
Thursday featuring a variety of ad- 
dresses and discussion of particular 
interest to persons interested in in- 
dustrial fire safety. 

Thursday morning will also fea- 
ture a session on STRUCTURES, Oc- 
CUPANCIES, and Fire, including dis- 
cussions on Classification of Build- 
ing Types; Life Safety from Fire; 
Trailers and Trailer Parks; Air Con- 
ditioning Systems; Lightning Pro- 
tection; and other pertinent topics. 

On Thursday afternoon there will 
Home Fire Sarery Forum 
with addresses by Susan B. Ruther- 
ford, Assistant Secretary of State, 
Commonwealth of Kentucky, and 


be a 


others. There will be a meeting of 
the Society of Fire Protection Engi- 
neers on Thursday evening. 


Friday will feature addresses on 
the topic: FrrE Prorection: PREs- 
ENT AND Furure. Scheduled speak- 
ers include Lewis A. Vincent, Gen- 
eral Manager, National Board of 
Fire Underwriters; George W. Mor- 
gan, President of the American As- 
sociation of Ship Owners; Allen L. 
Cobb, NFPA Vice President and 
Safety Supervisor, Kodak Park 
Works, Eastman Kodak Company; 
T. S. Repplier, President of The 
Advertising Council; and Norman 
J. Thompson, General Manager, 
Factory Mutual Laboratories. 


© MEETING in New York 

would be complete without ar- 
rangements for participation in the 
variety of social and entertainment 
events. A local committee under the 
direction of NFPA Member Edward 
J. Kehoe has prepared an excellent 
program of entertainment including 
sight-seeing and visits to radio and 
TV programs. Further details will 
be announced in the May issue of 
NFPA Fire News. 

On Monday afternoon there will 
be a “get acquainted” reception 
party. Tuesday afternoon will fea- 
ture a special program and tea for 
the “fair sex,’’ while Tuesday eve- 
ning will have a motion picture pro- 
gram sponsored by the NFPA Com- 
mittee on Visual Education. 

Highlight of the week will be a 
3-hour cruise on the M.S. Liberty 
Belle to show the skyline, harbor 
and docks, Statue of Liberty, Hud- 
son and East Rivers and Hell Gate. 


The 56th NFPA Annual Meeting 
promises to be one of the most in- 
teresting and active meetings in 
many years. All members and 
friends are urged to take advantage 
of this occasion and visit New York 
during the week of June 9 to 13 for 
this most important meeting of 
members of the fire service. 














Developing Rural Fire Fighters in Cedar Falls, lowa 
By Chief Dick Kennison, (NFPA Member), Cedar Falls Fire Department. 


ALLS is proud of the 
had the first com- 
pletely equipped rural fire depart- 
ment in Iowa. This rural depart- 
ment has a modern fire truek with 
radio and has found it a 


(UEDAR 
eae 


uC that i 


two-way 
good investment. 

this area 
until this 
fire department was organized. As 
a city many rural 
buildings burn to the ground, des- 
pite the faet that members of the 
Cedar Falls Fire Department 
worked hard to save them. 


Fighting rural fires in 


vas very unsatisiactory 


fireman, L saw 


In giving rural areas assistance at 
fires we were leaving the city area of 
Cedar Falls poorly protected. 
Therefore, when | became Chief of 
the Cedar Falls Fire Department in 
1945, I 
about fire protection in these out- 
lving districts 


decided to do something 


Ciiv offieials and 


business men 
had to be convineed that a new 
plan oO) re protec ion would be 
beneficial .o their trade territory, 
because as going to cost them 


The people in the rural 


ireas also had to be informed that 
hey needed fire protection and that 
if Was gomn 0 cost them something 
also These two problems were 
solved through a coordinating com- 
mittee « he Cedar Falls Chamber 
ol Commerce 
Onee the plan was explained the 
("‘] rb ye ) ( erce went to 
ork. Ho ell it did the job is 
yomed ( hat in less 
he Cedar Fall 
a | Ler) nen Was or- 
blished. The loeal 
re {) ( n cooperation 
n publicizir he plan, and many 
nd clubs and schools 
ed 
This plan of rural fire protection 
originated when I asked ; rmer 
med nv hard working 
mers happened to make an 
ippearance ai rural fires, yet did 
no help ith the fire fighting. 
\Mavhe hey’re like me,” he 
id, “They feel as if a city truck 
nal fire all that is necessary 
0 put out a fire. They don’t know 
unvthing about fire fighting and 
don’ vant to make fools of them- 
elves 





Red Cross boat in Cedar Falls can be dropped 
instantly on rural truck for rescue operations. 


That farmer hit the nail on the 
head. The farmers in that area 
were unorganized and lacked train- 
ing. With this in mind we invited 
all farmers interested in rural fire 
fighting to attend a meeting at the 
fire station in Cedar Falls. 

There they listened to our train- 
ing plan. Out of a group of 65 that 
had indicated approval we _ or- 
ganized a rural fire department with 
10 men. They elected a chief, an 
assistant chief and a_ secretary- 
Each of four townships 
Was represented by ten firemen and 
each township elected a captain. 
These 40 men were given 20 hours 
of training initially, and every 
summer since they have received 
additional 20-hour training sessions. 

Under the present system when- 
ever a rural fire call comes in the 
rural apparatus and one man are 
sent to the scene of the fire. Cedar 
Falls firemen on duty at the station 
immediately call the township cap- 
tains and the rural chief who go 
directly to the scene of the fire. 
Several times these trained rural 
fire fighters have extinguished a 
fire with available facilities before 
apparatus arrived. 


treasurer. 


FEW fire calls soon showed the 

need for special rural fire fight- 
ing equipment. A meeting of town- 
ship clerks and trustees resulted in 
the organization of a Rural Fire 
Protection Board. This board then 
levied a 1-mill tax in the four town- 
ships included in the area, (a power 
granted under Iowa law). This 
brought $4,215 as a result of an 
average levy of $9.37 for the 500 
farms in the 84 sections in the area. 





Assistant Chief Gordon Davis directs another 
volunteer in the application of fog. 


The Rural Fire Protection Board 
has reduced the tax levy, after pay- 
ing an original $10,000 bond issue 
sold to purchase a fire truck. Last 
year it was only one-tenth of a mill 
and this year it is only one-twenti- 
eth of a mill. 

The fire truck is a 
tional with a 500 gpm Boston pump 
and a 500 gallon tank. Six 300- 
gallon water tank trailers have also 
been acquired. 

Many other new pieces of equip- 
ment 


K-8 Interna- 


obtained for the 
rural fire fighters, including extin- 


have been 


guishers, raincoats, helmets and 
other essential equipment.  Re- 


cently an FM mobile radio trans- 
mitter and receiver with a weather 
proof housing unit was 
tained. 

Members of the Cedar Falls Fire 
Department operate and maintain 
the rural fire apparatus, but the 
addition of the rural fire fighters has 
proved very satisfactory. Buildings 
that would have burned down in the 
old days are now being saved. The 
rural organization has done 
some splendid fire prevention work 
at rural meetings, at fairs and in the 
schools. They hold regular meetings 
and drills and use the fire station in 
Cedar Falls as a 
when they visit 
various errands. 


also ob- 


also 


meeting place 


town on their 





Cedar Falls city emergency unit and 500 gal- 
lon insulated rural water supply tank. 
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Small Cistern for Rural Fire Fighting 
EMBERS of the Fort Collins, Colorado, Fire De- 


partment, headed by Chief T. P. 
(Member NFPA Committee on Fire Department 
Equipment), have been encouraging farmers and 
other persons in rural communities to develop fire- 
fighting facilities on their properties. The plan of the 
cistern shown on this page has been distributed to rural 
property owners in the rural fire protection district 
served by the Fort Collins Fire Department. 

Total estimated material cost for the 4,200-gallon 
cistern is approximately $150. Chief Treadwell esti- 
mates that contractors would complete this type of 
cistern for about $300, including labor costs. 

As the diagram shows, the cistern has '%-in. rein- 
foreing rods only on the top. Additional rods in the 
side walls would also be helpful in strengthening the 
cistern against temperature changes and other damages. 

The manhole on the roof is 18 inches in diameter. 
Walls are 6 in. thick while the top and base are 5 in. 
thick. A 4-in. tile pipe is used for filling the cistern. 


Treadwell 


“State Aid” Program in Ontario 


HE Honorable Dana Porter, Attorney-General for 

Ontario, announced that in the 1953 fiscal year the 
Ontario Government will spend approximately two and 
a half million dollars under the ‘state aid’ program to 
local fire departments and for related provincial serv- 
ices. This is in addition to $4,650,000 being spent by 
the province for forest fire protection. We are indebted 
to W. J. Scott, Fire Marshal of the Province of Ontario 
and a member of several NFPA committees, for supply- 
ing the figures quoted by Attorney-General Porter. 

The largest individual item in the budget referred to 
is $1,900,000, the total of grants the province expects 
to make towards the support of municipal fire depart- 
ments. This contribution is based on a graded scale of 
grants in which the province pays a fixed percentage of 
whatever the municipality decides it should expend for 
fire protection. Smaller municipalities, where the costs 
of operating fire departments are proportionately 
higher, are paid a higher percentage than the larger 
cities. Additional amounts are paid where municipal- 
ities are organizing fire departments and purchasing 
their first fire-fighting apparatus. 

These provisions were first enacted in the Ontario 
Fire Departments Act in 1949. Since then, the muni- 
cipalities have purchased 156 new pumpers and 63 
of these were purchased by municipalities which pre- 
viously had no fire-fighting apparatus. 
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Chief Roy Alsip Retires 


HIEF Roy W. Alsip, former secretary of the Illinois 

Firemen’s Association, Inc. (NFPA Member), re- 
cently retired as Chief of the Champaign, Illinois, Fire 
Department, after forty-five years of service. 

At a testimonial banquet given by the Champaign 
Chamber of Commerce, Chief Alsip was awarded a com- 
mission as “Honorary Chief for Life’ by the City 
Council and Fire and Police Commission. Chief August 
Schalk has replaced Chief Alsip as head of the Cham- 
paign Fire Department. 


A New Almanac 


Me TUAL Fire Insurance is celebrating its 200th 
anniversary in the United States in 1952. The 
Philadelphia Contributionship (member of NFPA) was 
founded in 1752 under the leadership of Benjamin 
Franklin who some twenty years before had started 
publishing “Poor Richard’s Almanae.”’ In recognition 
of this fact, a new “American Family Almanac’’ has 
recently been issued by Leonard Welsh and published 
by the William B. Burford Printing Company for dis- 
tribution through the National Association of Mutual 
Insurance Companies, at 105 North Meridian Street, 
Indianapolis 7, Indiana. Its 56 pages are well filled with 


fire protection and safety information as well as the 


usual chronological and weather data found in most 


almanacs. 
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Radio Network in Wayne County, New York 


OLUNTEER fire departments 

in Wayne County, New York, 
are installing two-way radio in their 
fire apparatus and forming a county- 
wide network to coordinate activ- 
ities of all fire departments. County 
fire chiefs and engineers of the Gen- 
eral Electric Company from Elec- 
tronics Park in Syracuse cooperated 





Fire Chief George Helfer of Sodus Point, New 
York, uses a walkie-talkie radio during rescue 
operations on Lake Ontario. 


in working out the details of the 
county-wide network. 

In addition to speeding the work 
of fire fighting the radio system has 
already shown its value in civil de- 
fense assignments. Wayne County 
has dispatched radio-controlled con- 
voys of fire and emergency equip- 
ment to aid in civil defense drills in 
Rochester and Syracuse. With radio 
equipped vehicles at front and rear 
of convoys, county mutual aid di- 
rector John Stephans, Chief of the 
Lyons Fire Department, controlled 
the entire convoy from his leading 
vehicle. 

Wayne County has installed a 
complete headquarters FM _ radio 
communications station in Lyons, 
the county seat. It is directed by 
Chief Stephans. The transmitting 
antenna for this station is located 
atop a nearby hill, the highest point 


in the county. Beeause Lyons is 
centrally located in the 680 square- 
mile, relatively flat county, Chief 
Stephans can establish radio contact 
with the county’s 27 departments. 

Seven of the county’s fire depart- 
ments now have two-way radio in 
LO vehicles, and 16 others plan to 
install sets. 





Members of the Lyons Fire Department make 
good use of two-way radio in rescue opera- 
tions such as this automobile accident. 


Chart of Mutual Aid Equipment for Greene County, Illinois 


GREENE COUNTY FIREFIGHTERS ASSOCIATION 


Ml 


TUAL AID AND CIVIL DEFENSE DISASTER PLAN 


This Disaster and Mutual Aid Plan will be operated thru the cooperation of the Greene County Sheriff's office. Departments needing assis- 
tance will call the sheriff who will in turn notify the departments needed. If necessary to use the move in system, the sheriff is authorized 
to use his own good judgment. Only calls from authorized fire personnel will be recognized by the sheriff. 


GREENE COUNTY SHERIFF 





aie Make and | Pump | Booster 
DEPARTMENT "he. 7 Model Cap Tank 
Pump GPM CAP 
Row ersy ille— 1951 Int 500500 
Jefferson Twp. 28891 1918 LaFr 50 00 
Jamestown— 1951 Int 0 500 
Silver Creek Twp 13441 | 1931 Reo 500 | 100 
Cedarville— | 1938 Chev soo | 200 
Cedarville Twp 62401 | 1948 Chev, OU 500 
1928 Stud. ie 0 
Clifton 5912 1925 Int 500 500 
1945 Ford ne 20 
1945 Ford 00 250 
Yellow Springs 7311 
1935 Ford 500) 475 
142 Int ac zo 
Fairborn 81632 1945 White oo ©6200 
1947 GM 500 600 
Bath Twp. S1632 1917 Ford 250 | 200 
Beavercreek Two. Olive 
Knollwood 2631 | 1948 Chev 500 | 750 
Beavercreek Twp. Olive | 
Alpha 1211 | 1946 Chev. | 500 | 750 
Reavercreek Twp. } 
New Germany _ | ji9as GMC | seo] 350 
Xenia Twp. (North) { 1826 | 1950 Ford wo} S00 
1950 Chev. 500 | S00 
Bellbrook ee 1936 Chev 250 480 
Xenia Twp. (South) | 2127 11950 Chev 500 | S00 
Seriag Valley 
Spring Valley Twp. | 37411 |1949 Mack | 500 | S00 
New Jasper Twp. ” Int. | 500 | 500 
Caesar Creek Twp. | | } 


Xenia City 


HEN fire or any other disaster 

occurs in Greene County, II- 
linois, fire department members in 
the involved community have some 
vital information available for in- 
stant reference. The chart above 
has been distributed by the Greene 
County Fire Fighters Association to 
explain the organization and opera- 
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HOSE CARRIED Port Teak Emer 


Em-rgency 





TELEPHONE XENIA 281 or XENIA 232 








able Wagon | gency | Lighting 7 oo SUBEEL.L ANEOUS CHIEF IF ASSISTANCE NEEDED 
2 ' 1 Pump! Make | Cap. | Car Plants Facilities EQUIPMEN 
i | } 
! 
800 | 400 | 390 | 1 L. A. Mason! 2 
100 | 150 | 150 | 1 i 
i ! 
850 mo | 300 | 1 } | DL. Fields) 2 
go | 200 | 200 | 0 | | | 7 First Aid Men Hy 
| i ' 
1100 wo | a0 fo | | lasoow. | Robert 2 
wo | 400 wo |) | | \250 Cable | Dennches t- 
! 
00 300 3200 1 1948 1500 W Omer 2. 
| Int. | 500° Cable 7 First Aid Men Sparrow t 
90 | 200 150 |} 0 | ] j | ! 
900 (200 | 150 1933 1 Resuscitator James 2 
200 150 {| Chev | 475 | | 4 First Aid Men | Dalrymple 
}1200 | 100 | 600 } | | j ' 
S00 600 | 100 | | | 1500 W KQA-899 | 30 First Aid Men Mt : 
1600 | 1000 | 200 | | | | 400 Cable | 10 Plug Adaptors Warner t 
t ' 
a0 600 wo | 2 | roa | | 1948 | 1500 W KQA-899 1938 School Rus “ut 
200 | @ |White| 2200) GMC | 400° Cable | 2 Resuscitators Warner 
] j } 10 First Aid Men ' 
| | } John Scott 
750 | 250 | 1 Resuscitator } 
j | } 14 First Aid Men 1-8 
| 1800 W } Bud 
| 700 | 200 250° Cable 1 Resuscitator | Crawford 
1% First Aid Men ! 
Chas 2 
500 400 | Van Gundy | 4 
5 First Aid Men | ! 
Earl 2 
ase wo McCoy t 
I-Spring Valley —27141 
800 400 1 Resaseiiator Frank 2-Alpha—OL.-t211 
“ 8 First Aid Men Morriss | 3-Xenia Twp. (South)—2127 
| t-Spring Valley—27441 
1 Resumcitator Roy 2-New Jasper 
850 | 300 1 Fiest Aid Man | Ledbetter t-Beavercreek (Alpha) —OL-1211 
a | 1-Bellbrook—86141 
1 tnhaletor Ernest 2-Xenia Twp. (Seuth)—2127 
1000 400 18 First Aid Men Crawford | }+Knollwood—OL.- 2651 
- IJamestown—4.0441 
Melvin 2-Bowersville—28591 
| 450 | 450 4 First Aid Men Storer Xenia Twp. (South) —2127 
| = pe | | | 1-Xenia Twp. (South )—2127 
| j | 2-New Jasper— 
| | t-Spring Valley—37 141 
i 
. ; - . 
tion of the county’s Mutual Aid and ments, telephone numbers, radio 


Civil Defense Disaster Plan. 

The chart not only provides in- 
formation on what apparatus 
available in the county but also lists 
the order of response of various de- 
partments for each section that may 
be involved in a disaster. It also in- 
cludes names of chiefs of fire depart- 


is 


facilities, a listing of hose and other 
equipment, and miscellaneous in- 
formation essential to the successful 
operation of a mutual aid plan. 

As indicated, coordination of ac- 
tivities in an emergency is accom- 
plished through the office of the 
Sheriff of Greene County. 
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Sizing Up Some Portable 


REATER attention is being 
given to the use of portable 
pumps in fire department opera- 
tions. Their value has been demon- 
strated particularly in rural fire 
fighting, but municipal fire depart- 
ments have also found them essen- 
tial in fire-fighting evolutions. 
Many times these pumps can be 
located at water sources that are in- 
accessible to fire department pump- 
ers. They should have adequate 
capacity to provide enough water 
for effective direct. hose streams, or 
for supplying pumpers or tank 
trucks. They can relieve regular 
pumpers from many standby assign- 
ments. (See April, 1952, FrremMen. ) 


IRE departments selecting port- 
able pumps for fire fighting have 
several features to consider. Weight 
of the pump is an important factor, 


? ii 
a a 
Fe 






American Marsh Pumps, Inc. 
Battle Creek, Michigan. 
Model XF. Weight 135 lbs. Delivers 58 gpm 


at 50 Ibs. 1'%-in. intake and outlet. 
mum pressure, 180 Ibs. 
gpm at 20 Ibs. 


Maxi- 
Maximum flow, 65 





W. S. Darley & Company, 

Chicago, Illinois. 

Model 12 AE. Weight 61 Ibs. Delivers 
44 gpm at 50 Ibs. Maximum pressure, 60 
Ibs.; maximum flow, 70 gpm at 24 Ibs. 1'/-in. 
intake, 1%-in. outlet. 1% HP Briggs & 
Stratton engine, 4-cycle, self-priming. 
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since it should be light enough to be 
truly “portable” by fire fighters. 
Capacity of the pump is also of im- 
portance. Pumps should have ade- 
quate high pressure characteristics 
coupled with sufficient capacity. 
Size, power, and reliability of the 
pump engine also. 

The NFPA Committee on Fire 
Department Equipment has made 
some tentative recommendations 
for portable pumps for fire depart- 
ment operations. These 
mendations envisage the use of 
standard cotton rubber lined fire 
hose with fire department nozzles, as 
distinguished from unlined forestry 
hose with small tips. Cotton rubber 
lined fire hose has low friction loss 
characteristics and could handle 
larger volumes of water at reason- 
ably low pressures. Where portable 
pumps are used for forestry work, 


recom- 





~ 


as Z 


American-Marsh Pumps, Inc. 

Model 3XD. Weight 125 Ibs. Centrifugal. 
Delivers 114 gpm at 50 Ibs. Maximum normal 
pressure, 90 Ibs.; maximum flow, 150 gpm at 
32 Ibs. 2'%-in. intake and discharge. 6'/2 HP 
Wisconsin engine, 4-cycle, exhaust primer. 


Sete 


4 





W. S. Darley & Company, 

Model 5 AE. Weight 128 Ibs. Centrifugal. 
Delivers 100 gpm at 50 Ibs. Maximum pres- 
sure, 125 l|bs.; maximum flow, 100 gpm at 
53 Ibs. 2-in. intake; 1¥%-in. outlet. 5 HP 
Briggs & Stratton engine, 4-cycle, self-priming. 


Pu mps 


high friction loss in unlined forestry 
hose may call for smaller volume 
pumps and high pressures. 

The Committee recommended to 
the 1952 NFPA Annual Meeting 
“that portable pumps for fire de- 
partment work have a performance 
of not less than 100 gpm at 60 lbs., 
and 50 gpm at 100 Ibs., measured at 
a 10-ft. lift with 20 feet of 2'-in. 
suction hose. The pump preferably 


should be powered with a 4-cycle 
engine and be equipped with a 


214-in. suction inlet, and a 1!-in. 
discharge outlet. Maximum weight, 
ready for use, should not exceed 200 
lbs. The pump should be equipped 
with carrying handles.” 

A subcommittee has been ap- 
pointed to prepare detailed specifi- 
cations for portable pumps and to 
give consideration to possible stand- 
ards for units of other sizes. 





American Marsh Pumps, Inc. 
Model MXF. Weight 590 Ibs. 
Delivers 190 gpm at 50 Ibs. Maximum pres- 


Centrifugal. 


sure, 300 Ibs. Maximum flow, 200 gpm at 
45 \Ibs. 2'%-in. intake and outlet. Wisconsin 
VF-4 engine, 25 HP, 4-cycle, exhaust primer. 





W. S. Darley & Company, 

Model 8 AE. Weight 163 Ibs. Centrifugal. 
Maximum pressure, 124 Ibs.; maximum flow, 
150 gpm at 64 Ibs. 2'%-in. intake and outlet. 
8 HP Briggs & Stratton engine, 4-cycle 
self-priming. 





@ « 

















Hale Fire Pump Company, 
Conshohocken, Pennsylvania. 


Model FZ. Weight 171 Ibs. Centrifugal. 


Delivers 150 gpm at 50 Ibs. Maximum pres- 
sure, 70 Ibs.; maximum flow, 300 gpm at 10 
Ibs. 3-in. intake; 2¥-in. outlet. 8 HP Briggs & 
engine, 


Stratton exhaust ejector 


primer. 


4-cycle, 





Gorman-Rupp Company, 

Mansfield, Ohio. Model 6201. 

Weight 160 Ibs. Maximum pressure, 88 Ibs.; 
maximum flow, 100 gpm at 80 Ibs. 2'%-in. 
intake, two 1-in. outlets; 6 HP Briggs & 
Stratton engine, 4-cycle, exhaust primer. 





Pacific Marine Supply Company, 

Seattle, Washington. 

Model Y. Weight 70 Ibs. Rotary. Maximum 
reported pressure, 225 Ibs. 1'/-in. intake and 


outlet. Engine 9.8 HP, 2 cylinder, 2 cycle. 
Self-priming. 


N ADDITION to portable pumps 

meeting the stated specifications, 
there are numerous smaller pumps 
especially useful for forestry pro- 
tection, and there are larger capacity 
pumps providing greater volume, 
but having greater weight. 

Some of the pumps shown on these 
characteristics within 
specifications 


have 


pages 


the limitations of 


Hale Fire Pump Company, 

Model HPZZ. Weight 171 Ibs. Centrifugal. 
Delivers 100 gpm at 60 Ibs. Maximum pres- 
sure, 200 Ibs.; maximum flow, 50 gpm at 100 
Ibs. 1¥2-in. intake; 1-in. outlet. 8 HP Briggs 
& Stratton engine, 4-cycle, air cooled. Ex- 
haust ejector primer. 





Hale Fire Pump Company, 


Model FZZ. Weight 185 Ibs. Centrifugal. 


Delivers 126 gpm at 50 Ibs. Maximum pres- 
sure, 90 Ibs.; maximum flow, 150 gpm at 30 
Ibs. 2'-in. intake. 1%-in. outlet; 8 HP Briggs 
& Stratton engine, 4-cycle, air cooled; ex- 
haust ejector primer. 





Homelite Corporation, 

Port Chester, New York. 

Model 2483. Weight 95 Ibs. Centrifugal. 
Maximum pressure, 43 Ibs.; maximum flow, 
214 gpm at 13 Ibs. 3-in. intake; 3-in. outlet. 
Homelite engine, | cylinder, 2-cycle. 


Homelite Corporation, 

Model 2382. Weight 85 Ibs. Centrifugal. 
Maximum pressure, 43 Ibs.; maximum flow, 
145 gpm at 13 Ibs. 2-in. intake and outlet. 
Homelite engine, 1-cylinder, 2-cycle, self- 
priming. 





Pacific Marine Supply Company, 

Model NY. Weight 93 Ibs. Maximum pres- 
sure 140 Ibs. 1'4-in. intake and outlet. 9.8 HP 
engine, 2 cycle, self-priming 


recommended by the NFPA Com- 
mittee on Fire Department Equip- 
ment. Others, while not within 
these particular limits, nevertheless 
are capable of performing a very 
useful class of service for specific 
operations, as where small volumes 
and lightweight pumps are used, or 
there is a need for higher pressures 


than ealled for by proposed NFPA 


Pacific Marine Supply Company, 

Model WA. Weight 95 Ibs. Rotary. De- 
livers 22 gpm at 50 Ibs. Maximum pressure, 
300 Ibs. 1- or 1'%-in. intake; 1I- or 1'-in. 
outlet. 6 HP engine, I-cylinder, 4-cycle, air 
cooled. Self-priming. 


specifications. Obviously, a pump 
designed to provide small volumes 
at high pressures may not provide 
sufficient volume to supply a pumper 
which cannot get closer to a water 
source. 

The information 
pumps on these paces was gathered 
from a 
data by the editors of Firemen. 


pertaining to 


survey of manulacturers’ 
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Membership 


NY industrial fire brigade is 

eligible to NFPA Membership. 
‘Thousands of industries hold one or 
many memberships in the Associa- 
tion. NFPA members can purchase 
any desired quantity of FrREMEN 
Magazine at the low cost of $1.25 
per yearly subscription, in addition 
to regular membership dues. For 
example, if an organization holding 
NFPA membership desired to ob- 
tain FirREMEN for 10 members of its 
fire brigade the cost of these sub- 
scriptions would amount to only 
$12.50. 


Fire in Storage Loft 


GOOD stop was effected by fire 

fighters of the East Orange, 
New Jersey, Fire Department, when 
a recent fire involved a 2-story build- 
ing used for the storage of wooden 
patterns. 

A short circuit in an uncovered 
junction box of a 220-volt power 
feed line had ignited combustible 
materials, spreading fire quickly to a 
loft containing the wooden patterns. 
Preservative coating on the patterns 
added to the fire intensity and rapid 
spread. 

Walls and the building 
were covered with sheets of corru- 
gated galvanized metal, making the 
application of direct hose streams 
difficult. Fire fighters first attempted 
to operate inside the building. When 
excessive heat and danger of a col- 
lapsing floor made this impossible, 
the metal sheets were removed from 
the walls in advance of the fire 
spread. Lines operated from oppo- 
site sides of the building through 
these openings checked the fire, al- 


roof of 





14 FIREMEN for May 1952 


ndustrial 
Fire Protection 


lowing use of a hose stream through 
a door in a fire wall. Control of the 
fire was achieved shortly after this 
line went into action. Estimated 
loss was $30,000. 


Delayed Alarm 
and Coating Tanks 


GAIN the cardinal rule of ‘Call 

the fire department” was over- 
looked when a recent fire involved a 
2-story brick building where burlap 
was undergoing a mildewproofing 
process. 

A coating solution of asphaltum, 
copper naphthenate and _ varsol, 
with a flashpoint of 105 degrees, was 
being used. Two steam heated “dry 
can’’ units were on the second floor, 
each with a 200-gallon coating tank. 
A 500-gallon mixing tank was lo- 


cated between these units and 
another was about 40 feet away. 
The coating tanks did not have 


overflow drains. 

The burlap passed through slots 
on the second floor at the rate of 40 
to 50 yards a minute. A statie spark 
from this moving material is pre- 
sumed to have ignited vapors and 
lint deposits near the dry can units. 

Employees tried to put out the 
fire with foam extinguishers and did 
not call the fire department for about 
twenty minutes. In the meantime, 
fire spread to the coating tanks and 
operated CO, flooding systems and a 
sprinkler system. The other coating 
tank and the mixing tank became 
involved as the coating solution 
overflowed the tanks. The location 
and spread of the fire were beyond 
the effective area of the CO, flooding 
systems. 

When the fire department arrived 
fire fighters used seven 2)%-in. lines 
Miniature Fire Truck 
(At left) The small auxiliary 
fire truck in the foreground is 
used at the Rouge Plant, 
Ford Motor Company, Dear- 
born, Michigan. It carries an 
assortment of portable fire 
extinguishers and, because 
of its size, can enter areas 
that would not permit entry 
of full-sized apparatus. At 
the rear is one of the pump- 
ers and its crew, part of the 


well-equipped fire brigade 
that serves this plant area. 


with two fog nozzles and five 1 's-in. 
nozzles, but the flammable solution 
continued to overflow. Since only 
2000 gpm was available from the 
public main operation of these lines 
“pulled down” the effect of the 
sprinkler system. 

The control of the burning solu- 
tion as it continued to overflow 
the tanks necessitated 514% hours of 
fire fighting. Resultant fire damage 
to the building and contents was 
estimated at about $60,000. 


Greater Atlanta Fire Brigades 
Association 


RRUSSELL A. SMITH, Campus 
Engineer for the Georgia Insti- 
tute of Technology at Atlanta, re- 
ports that in January, 1951, the 
Atlanta Chamber of Commerce or- 
ganized a Fire Brigades Association 
of Greater Atlanta. Monthly meet- 
ings have been held to familiarize 
members with fire brigade work and 
fire protection. Member fire bri- 
gades include industrial, hotel, and 
hospital fire protection groups. 
Duties of the Fire Brigades are as 
follows: 

1. Maintain the complete work- 
ing area and premises so there will 
be the minimum possibility of fire 
starting. 

2. Turn in an alarm immediately 
after a fire is detected. 

3. Evacuate personnel when a 
fire, smoke or other cause of panic is 
detected. 

4. Act at once to control the fire 
until the fire department arrives. 

5. Proceed with salvage opera- 
tions and protection of plant in- 
ventory and equipment. 

6. Assist the fire department 
after arrival as instructed by the 
chief and advise him of unusual con- 
ditions or operations. 

7. Civil Defense cooperation. 


Marathon Paper Mills of 
Canada, Limited 


HE Woodlands Division of this 

company has organized fire bri- 
gades for the protection of logging 
centers and a population of 1,354 in 
an area of 2,000 square miles. Forest 
fires constitute the main hazard. 
The area is divided into 7 ‘com- 
partments,” each with a permanent 
fire brigade of 15 members. Weekly 
training programs stress operation 
of the brigades for community and 
forest fire protection. 





¢ 




















Fires in the News 


Sodium Chlorate Explosion 
at Howard University 


HE need for care in the storage and handling of 

sodium chlorate was emphasized by a recent ex- 
plosion and flash fire in the chemical laboratory of 
Howard University, Washington, D. C., on March 27. 
Four persons lost their lives, three others were injured, 
und an estimated damage of $35,000 resulted when a 
quantity of this chemical was being handled. 

Five employees of the University had been removing 
approximately 450 pounds of sodium chlorate from the 
basement of the building where it has been stored 
since 1929. A quantity of metal and wooden boxes, 
ach containing twelve to eighteen 1-pound cartons of 
the chemical had been placed on a rubber-tired, wooden 
platform truck. The surviving employee stated that he 
heard a sizzling sound, then saw flame and smoke com- 
ing from one of the cartons. He left immediately to 
open a door when an explosion occurred, followed by 
another explosion and a flash fire. Fumes spread 
throughout the building and members of the Washing- 
ton, D. C., Fire Department responding to the alarm 
helped a number of students and teachers to escape 
from the building. While damage from the fire and ex- 
plosion was confined to the basement, a number of those 
rescued as well as fire fighters suffered smoke inhalation. 

As shown in the Table of Common Hazardous Chem- 
icals, sodium chlorate has oxidizing characteristics 
similar to those of potassium chlorate. (See pages 391 
and 404, NFPA Handbook of Fire Protection.) Great 
care is required to prevent its mixture with combustible 
materials, in which state it may ignite or explode spon- 
taneously. The combination of sodium chlorate and 


organic material (a wooden floor, for example), requires 
only a slight amount of friction or heat to be ignited. 
Authorities at Howard University stated that they 
were aware of the hazardous nature of the material and 
had stressed the need for caution to the employees who 
were to remove the chemical from the storage area. 





Hollydale Pottery, Inc., South Gate, California. March 17. (South 
Gate Fire Department Photo by Cave.) Delayed alarm was the principal 
factor in the estimated $250,000 fire loss of this pottery manufacturing 
plant. Employees discovered fire involving a wooden supporting beam 
near a kiln. They tried to gain control by using two extinguishers while 
ignoring a close-by standpipe and hose connection. Considerable time 
passed before the South Gate Fire Department was called. Fire fight- 
ers arrived to find the roof and front wall collapsing. There were no 
fire walls or fire doors and available hydrants were 350 ft. distant. 
Fire fighters could only concentrate on protecting exposures. 








United Press Photo 


Jamica, New York, Plane Crash 


HE crash of a C-46 cargo plane into the residential 

area of Jamaica, Borough of Queens, New York, was 
the fifth major air crash in a metropolitan area in four 
months. The combined death total resulting from these 
crashes rose to 124 as the two-man crew of the C-46 and 
three persons on the ground were killed in this incident. 
Twenty persons suffered injuries. 

Flaming gasoline spread through the residential area 
immediately after the impact. Seven wood frame 
dwellings became involved in fire and a larger disaster 
could have developed. Fortunately a number of tele- 
phone and box alarms were immediately transmitted to 
the Queens fire alarm office. 

Members of the New York Fire Department, under 
Chief Peter Loftus, had been studying techniques of fog 
and foam control of crash fires at Floyd Bennett Field, 
where the Navy conducted a school on this type of fire 
fighting. Similar courses were conducted at Fort 
Schuyler in the Bronx. 

When this crash occurred, New York fire fighters 
made a good stop in limiting fire spread to the involved 
buildings. Fires were under control within half an hour. 
A total of 16 pumpers and 5 ladder trucks responded to 
five alarms, in addition to ambulances and rescue units. 

(Readers of FIREMEN are referred to the article in the 
April, 1952, issue, which discussed the previous crashes in 
Elizabeth, New Jersey, and analyzed the fire fighting prob- 
lems involved in such incidents. — Ed.) 


Lane's Department 
Store, New York 
City, March 29. 
(United Press Photo. ) 
Extremely heavy- 
smoke and heat con- 
ditions limited effec- 
tive attack on a fire 
involving inaccessible 
areas and concealed 
spaces in this 6-story 
warehouse. Fire ap- 
parently started on 
the first floor and 
eventually extended 
through the roof. Only 
the basement was 
sprinklered. Five 
alarms brought 23 
engine and 6 ladder 
companies. 
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NFPA Member Departments 


Rural Fire Protection in 
Wayne Township, Indiana 


[HE Volunteer Fire Department of Warsaw, Indiana, 
has a rural fire truck and a tanker serving the rural 
residents of Wayne Township. Money for the rural ap- 
paratus was obtained through a joint activity of the 
Wayne Fire Department and the local Farm Cooper- 
ative, which received donations from various farm 
residents. 

A card index of all rural residents is carried in a box 
on the front seat of the rural truck with names of farm 
residents and tenants in alphabetical order. Two paid 
drivers are on each shift at the Warsaw Fire Station to 
man either the city or the rural apparatus. They report 
that farm residents are very helpful when there is a rural 
fire. When a fire call is received over the party tele- 
phone line, farmers assist in directing the truck to the 
proper location. 

The Warsaw Fire Department hopes to have a new 
fire station this year since it has outgrown quarters in 
the old city hall. In addition to city and rural fire 
trucks, the department operates an emergency jeep 
painted white and identified by a large red cross. The 
jeep carries first aid and rescue equipment. 


Basking Ridge Fire Company No. 1 
Basking Ridge, New Jersey 


YHIEF John Hankinson, Assistant Chief Lewis 
Rickey, President Charles Buck and Secretary 
William L. Scheuerman, Jr., are the elected officers of 
this independent volunteer fire company. The company 
protects a community with a population of about 3,000 
and an area of nine square miles. 

\pparatus consists of an American-LaFrance 750 
gpm pumper and a Peter Pirsch 500 gpm pumper with 
a 150-gallon booster tank. Plans are being made for 
the purchase of a 500 gpm pumper with a 300-gallon 
hooster tank. 

Members of the company receive training at the New 
Jersey State Fire College and participate in training 
drills with neighboring fire departments. A First Aid 
squad of the company is completely equipped and at- 
tends New Jersey First Aid Council mobilizations. 


QRS 


Flameproofing Chemicals 


ORS de luxe for draperies 

ORS No. 55 for glazed chintz and sheers 
ORS No. 23 flame, water, mildew resistant paint for canvas 
ORS No. 8 for foliage, wood, corrugated paper 

ORS No. 57 flame resistant paint for foliage, wood, etc. 

















Write for free catalogue and name of nearest distributor. 


QRS NEON CORPORATION 
Chemical and Process Division 


170 North Halstead Pasadena 8, California 
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Albion Volunteer Fire Department 
Albion, Illinois 


KADED by Chief W. N. Reid and Assistant Chi 
Clyde Hogue and Harlan Hambly, this depari- 
ment protects a community of 2700 population and out- 


lying rural areas. The department has a 1947 Ford with 
a 2-stage Waterous 600 gpm pump and a 300-gallon | 
booster tank, a 1937 Chevrolet truck with a 500 gpm 


Hale pump, and a 340-gallon booster tank. A Rescue 
Squad consists of five of the regular 1S members in the 
department and is equipped with an E. & J. resusci- 
tator, two Scott Air Packs, and other emergency equi 8 
ment. 





Shown above is the apparatus and new fire station of 
Albion. The department responds to alarms for rural 
areas closest to the city. Chief hazards : number of 
wood frame business buildings with sheet metal and 
brick siding. These were built prior to enforcemen 
of any zoning ordinance. 

Members of the department are paid S2 for excl 
alarm answered and an additional $1 for ex hours re- 
quired at a fire. Chief income for the department is 
afforded by a fire protection tax on the protected are: 
Department members also attend quarterly meetings of 
the Egyptian Firefighters 
Illinois. 


\ssocint oO} oO) ou her 
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Have You Ordered Your Copies? | 
“Preventing Home Fires’ 


Twenty-five cents per copy. Amply illustrated. 
Discounts for quantities: 25 to 500 copies, 25%: 


501 to 1000 copies, 3313%; LOOL to 5900 copies 50% 


Here is a practical guide to home fire safet U 
placed in the hands of home owners during 
fire department member. This book graphicall 
important procedures to be followed by everyo : or 


life and property safety from fire. It can save liv n fire i 

YOUR community. Order today from the NFP ! iY . 

the attractive prices for quantity purcha J 
Write to: 


NATIONAL FIRE PROTECTION ASSOCIATION 
60 Batterymarch Street, Boston 10, Massachusetts 


2 

















Chief ‘Bob’ Bogan Honored 
at Baton Rouge 


W! rif the completion of a 
a $1,200,000 fire department ex- 
pansion program, the city of Baton 
Rouge, Louisiana, recently com- 
bined a two-day celebration of the 
vent with a testimonial banquet in 
honor of Fire Chief Robert A. “Bob” 
Bogan 
Chief Bogan has been a member 
of the Baton Rouge Fire Depart- 


ment for 42 vears. He has been 
te eee EMBARRASSED? 
vhen if was reorganized from vol- 


unteer Companies to a paid depart- ee not at Pel ee we Ee 
ment. Currently the Baton Rouge at! 
Fire Department has 226 men, 11 to ye Fr 
alarm he idquarters. 
Chief Bogan has been an NFPA 
A)! CI N¢ he expansion program 
Baton Ro 


member for many vears and cur- 


rently is a member of the NFPA 


Committee on Firemen’s Training. 
Ile has been a member of the Inter- 
national Association of Fire Chiefs 
since 1919 and served as president of 
| the ITAFC in 1937. He has also 


served on the Board of Directors of 
that organization for nine years, in 
addition to holding two vice-presi- 
a dencies. He has played an active 
part in the organization and devel- 
opment of the Louisiana State Fire- 
men’s Association and in 1931 or- 
vanized thie \ssociation’s first an- 





nual state fire school. He is active 

in the Baton Rouge civil defense 
ctivities and serves as an officer in 

the Louisiana civil defense organiza- 
qr) 






stations, and an up-to-date fire 
ige acquired seven new 
cnval am hea DEPENDABLE FIRE PUMPS 


ment valued ut 


$78,000, and a new drill tower and We're not a bit bashful about what goes into WATEROUS Fire 


f round \ total of 800 new fire Pumps! We like you to examine closely each detail. 
r dra 326 fire alarm boxes NOTE that the impeller shaft is supported at each end by ball bear- 
ere also installed. Manpower was ings; see that the bearings and gears are protected by stuffing boxes 
ncreased from 56 firemen to 226, and flinger rings. Find also, such important things as stuffing boxes 
necessary to operate the that can be adjusted or repacked without disturbing the setting of 
ns during a newly legis- the pump in the chassis. See also the hardened steel gears and splines, 
ed 60-hour work week. A new the horizontally split two piece casing. 
Wf ial ladder, 6 new pumpers When contemplating the purchase of a new fire truck, consider well 
ere also acauired and two-way the pump. See what you are buying. Specify WATEROUS for long 
ea nstalled on every piece of life and Dependability! 


Write today for your copy of 
“Preferred Fire Pump Specifications”. 


9 Se WATEROUS COMPANY 


336 pp. $3.00 per copy 8O EAST FILLMORE AVE. 


National Fire Protection Association 


60 Batterymarch Street, Boston 10, Mass. S) T. a . a. id we 2 Ss OTA 
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U. S. 


HE Fire Record Committee of 

the Federal Fire Council in its 
annual report presents a good pic- 
ture of fire experience in U.S. gov- 
ernment properties. these 
properties cover a very wide range 
of occupancies, the summary is of 
interest to anyone concerned with 
fire problems in industrial or other 
property. 

The Federal Fire Council is an 
interdepartmental committee 
headed by W. E. Reynolds, Com- 
missioner of Public Buildings. Its 
Fire Record Committee is headed 
by Clarence F. Castle of the Office, 
Chief of Engineers, Department of 
the Army. Humphrey Gilbert of 
the safety staff of the Atomic 
Knergy Commission serves as secre- 
tary. This committee compiles re- 
ports on fire experience through the 
cooperation of a sufficient number 
of the principal agencies of govern- 
ment so that there is a reasonable 
approximation of complete cover- 
age. 

Figures for the fiscal year ending 
June 30, 1951, were presented at the 


Since 


for FIRST AID, for EMERGENCY 
for DISASTER, for DEFENSE 


annual meeting of the Federal Fire 
Council, January 31, 1952. The 
figures show 5,243 fires and an 
$8 674,343 reported. There 
were also 29 cases of loss of life in 
fires. A comparison of government 
and U. S. figures for an 8-year 
period show that the per capita 
losses have been roughly compara- 
ble for this period although, as 
might be expected, the government 
per capita figures have fluctuated 
more from year to year. 


loss 


HE report lists brief descrip- 

tions of 14 fires, each with a loss 
of $100,000 or more, accounting for 
55 percent of the total loss, the 
maximum being due to a pier fire 
where the loss amounted to $1,764,- 
000. Of the 29 deaths reported, 16 
were due to fires in dwelling prop- 
erty, from the same sort of causes 
which result in loss of life in non- 
government housing, smoking and 
overheated heating appliances pre- 
dominating. The causes of fire of 
the larger monetary losses were hot 
ashes, coals and embers, matches 


With a distinguished record of use by the medical Wo 
services of the Armed Forces, by other governmental yo. 2° 3 
agencies, by hospitals, by emergency and disaster \ _g' 
units, by industrial clinics and first-aid stations . . . \ wo. 


VASELINE STERILE PETROLATUM 


TRADE MARK ® 





VASELINE ts THE REGISTERED TRADE-MARK 
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TERT ee 


have been adopted by surgeons as standard pro- 


Government Fire Experience 


and smoking and defective electri- 
‘al installations. 

The Fire Record Committee drew 
some interesting conclusions. They 
provide a statement which many 
members may find helpful in sug- 
gesting the approach that might be 
made to programs of fire prevention 
not alone in government property, 
but in industry and elsewhere. 





HIEF OLANDER LIND of the 
Kansas City, Kansas, Fire 
Department passed away on March 
21 at the age of 81. Chief Lind had 
been a fireman for 56 years including 
27 years as head of the Kansas City 
Department. Chief Lind was ap- 
pointed to the department in 1896 
when the first steam fire engine was 
obtained by the Kansas City De- 
partment. The steamer was a gift of 
the Swift & Company Packing 
plant. When Chief Lind joined the 
fire department, firemen worked 
continuously with only 12 hours off 
every 8 days for $65 a month salary. 








cedure, by nurses as preferred matériel, by profes- 
sionally-trained aid personnel as the compact, ready- 


made, ready-to-apply dressing of their choice. 


CHESEBROUGH MFG. CO., Cons’d 


Professional Products Division + New York 4, N. Y. 


Specify these superior dressings in 
the foil-envelopes to your supplier. 


OF THE CHESEBROUGH MFG. CO., CONS‘D 
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New Pumper for Tacoma Park 


HE Tacoma Park, Maryland, 

Volunteer Fire Department re- 
cently acquired the Four-Wheel- 
Drive pumper shown above. It has 
a 250 hp engine, a 1250 gpm centri- 
fugal pump a 300-gallon booster 
tank, and two electrically operated 
hose reels with 300 ft. of 34-in. hose. 
Compartments hold 1500 ft. of 
2'4-in. hose and 500 ft. of pre- 
connected 114-in. hose. There are 
two 10-ft. sections of hard suction. 

The truck is equipped with a 75- 
watt two-way FM radio. The in- 
strument panel has separate pres- 
sure gages for the 114-in. and 2-in. 
discharge gates and for the deluge 
gun. There are three 6-in. suction 
intakes and four 2-in. rear mani- 
fold intakes with quarter turn valves. 
All lines have fog nozzles and there 
is a 500 gpm fog nozzle for the deluge 
gun. Water for the deluge gun can 
be taken from the pump tank or 
a three-way siamese connection. 

In the photo above Fireman 
Donald S$. Battersby operates the 
deluge gun. Fireman William A. 
Flagg is in the driver’s seat. Stand- 
ing are (left to right) Assistant Chief 
Theodore R. Rahn, Montgomery 
County Fire Marshal Charles H. 
Howe, Jr., and James B. Parkhill, 
member of the Takoma City Council. 





Tacoma Park Fire Chief Melvin C. McBride 
pins a Gold Medal of Valor on Volunteer 
Fireman William C McWilliams for rescue 
work during a fire at the Jolliffe Nursing 


Home last September. (See FIREMEN for 
November, 1951). It is the first award of the 
medal since 1942, when two Tacoma firemen 
each received one. 


cHieF G,R. McAlpine 
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Now is the time to be 
sure that YOU are fully 
equipped with these 
great, portable fire 
fighters. We can make 
prompt shipment. 


INDIAN FIRE 
PUMPS will save 
you time and effort. 
The cost is low. Their 
many uses almost 
unlimited. 


Send for a copy of 
our latest catalog. It 
tells you everything 
you want to know 
about INDIAN FIRE 
PUMPS. Write today. 


D. B. SMITH & CO. 


PACIFIC COAST BRANCHES 
Fred E Barne 
ver ar 
Caer 


4 € Barne 


Kiamath Falis. Oregon 





SN ees 


tt Company Titan Chain Saws. Ine 
ee 2700 Fourth Avenue South i 
Oregon Seattice. Wasningtor 


Ist Vice President, International 
Association of Fire Chiefs and Chief 
of Fire Department, Oklahoma City 


SAYS. 


A my tite 
FIRE 





Widely known 
Sen in fire preven- 
“tion work, Chief McAlpine 
heads the modern, pro- 
gressive Oklahoma City 
Fire Department. His high 
regard for INDIAN FIRE 
PUMPS speaks volumes for 
their efficiency. 
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edered INDIAN FIRE pumes 


; e? Be Prepared! 


Wag, Have you © 
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Smith INDIAN 
Back Firing Drio Torch 


Smith INDIAN 
Drinking Water & Supply Tank 





Cr 2 
UTICA 2, N. Y. 


CANADIAN 
AGENTS 
Fieck Brothers Limited 
Alexander Street 
Vancouver, B C. Canads 


tt Company L. N Curt!s & Sons 
Soring Street 426 W. Third Street South C. E Hickey & Sons Ltd 


Salt Lake City. Utah Bu eee ee 
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Hale Type FZZ 


@ Quick-Starting © Portable 


e Compact 


60 
an 
tw 


lines, using nozzle tips up to 1% in. 


Nc 


su 


hose. 


Above 


Carrying 
be) P ing Positi 
Show Pumping Position 





PUMPING 


© Powerful 
@ Versatile 


The FZZ will supply from draft, 
GPM at 90 Ibs. pump pressure; 
d 150 GPM at 30 Ibs. Can supply 
o capable streams through 114-in. 


xte: Discharge Adapter can be 
pplied for use with 21-in. fire 


Correct way to Prime 


an FZZ 


Frame Removed to 


Write for new folder today. 


{sk for demonstration. 


HALE FIRE PUMP CO. 


Fire 
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CONSHOHOCKEN, PA. 


Pumps in AU Standard Capacities 
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Letters lo the NZPA 


Query: 

“T have a question regarding your 
NFPA Handbook of Fire Protection and 
the NFPA bulletins that I’d like to have 
Classified 

“This was used in a recent promotional 
examination in this city. It classified as a 
true statement: “Classification of Flame 
Spread Characteristics is the resistance of 
the material to burn.’ 

“To my way of thinking this appeared 
false. As my reference, I used a state- 
line 8-9: ‘Fire re- 
and flame spread are different 
properties of construction materials,’ and 
par. 6, line 11: ‘The 
Underwriters’ Laboratories, Inc., and the 
Standards 
veloped tests whereby the ease of ignition, 
Bulletin No. 141 
(LaSalle Hotel Fire) makes a statement 
in the first column on the bottom of the 
page which I think 


answer. | challenged the 


ment on page 560 - 


sistance 
also oh page 560 - 


National Bureau of have de- 


spread of flame, etc.’ 


also verifies my 
examiner’s 
answer at the test hearing, but received no 
satisfaction. 

“There is still doubt in my mind as to 
the correct answer. Although the exami- 
nation is over I’d like to get your opinion 
as I may have the occasion to come across 
this again in the future. 

“T would also like to get all of the NFPA 
Bulletins from No. 1 to the most recent 
These are very important in our exams 
here, as quite a few questions are taken 
from them, and, as there is only one set in 
each fire station, examination time makes 
each bulletin a very scarce article.” 

J.F.W. 
Answer: 
“The ‘The 


Flame Spread Characteristics is the resist- 


question, classification of 


ance of the material to burn,’ referred to in 
your letter of February 21 should, to my 
mind, be answered as false. This interpre- 
tation could be justified on a purely gram- 
basis as 


matical ‘classification’ is not 


‘resistance.’ Actually, to my mind, the 
question as phrased does not make sense 
and how by asking a question in this way 
anyone 


expects to evaluate the knowl- 


edge of a candidate is quite beyond my 
comprehension. 

“In my opinion true and false or mul- 
tiple choice questions, even where they 
are intelligently phrased, constitute a very 
poor method for measuring the knowledge 
and ability of a candidate for promotion 
in the fire service. The more a candidate 
knows about the subject, the more diffi- 
cult it is for him to convey the knowledge 
through a true and false or multiple choice 
question. Actually, in many cases any 
one of several answers might be correct 
depending upon conditions \ far better 
tvpe of examination, to my mind, is one 
where a candidate is given a problem to 


solve. He is permitted to bring with him 


to the examination any or all referenes 


material desired. Such an examination 
is a test not of a candidate’s mere rote 
memory but of his ability to find technical 


reference material and apply it  intelli- 


gently to son typ. 1] pl yblem.’ 
Robert S. Moulton 
NFPA Te ical Secretar 


Query: 
“Please 


that a volunteer de 


vive me your 


Opinion on rules 
partment should follow 
in keeping its trucks clean 


Hlow often 


should trucks be washed, dusted, and 
waxed? How can rules be enforced? 
Should soaping be avoided? 


ies 
Vd appreciate your answer as soon as 


possible.’ 
CRP 
Answer: 


“This will acknowledge your inquiry of 


February 19 regarding cleaning of fire 
trucks. This is usually a matter of fire 
station routine carried out on a periodic 


basis and al vhen trucks are returned 


dirty from fires. In departments 


som 
paid apparatus operators take care of the 
apparatus while in others volunteer fire- 
men are assigned this work 

“About the best way of enforcing good 
maintenance is a 


spirit « 


f pride on the part 


of the members with regard to their com- 


pany’s equipment. Of course, dirt should 


be washed off and strong soaps avoided 
although a 


propet detergent tor use on 


automobiles would presumably be satis- 
factory ; 

“The same type of care that is given to 
an automobile should prove effective with 
fire apparatus finishes providing that the 
finish has not been damaged by the heat, 
smoke, and cinders of { 

“It would seem that, except after runs, 
a weekly cleaning of the apparatus should 
be adequate. Many fire departments 
follow the practice of washing off the tires 
and wheels with a sponge and chamots 


after each run.’ 


Warren Y. Kimball, Manager, 
NFPA Fire Services Department 
Ed. — In answer to an inquiry as 


to proper methods for washing and 
cleaning finishes on automobile fire 
have the following 
suggestions from Mr. Hubert Walker, 
Manager, Motor Fire Apparatus 
Sales Engineering, American-La- 
France-Foamite Corporation and a 
member of the NFPA Committee on 


apparatus, we 





Fire Department Equipment. Mr 
Walker states: 

‘In reference » the recommended pro- 
cedure for wast c i 
fire trucks, we would recommend the fol 











© « 





lowing as 


Lippi able 


( namel finishes 


| Frequent md th 
clear water 1 re 
) * serve ane maimts 
and integrit 
eoating 
2) Mild 
the washi iy 
rinse and wine 
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vashing 
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Query: 
he 
Fire expe ( yrenor 
tdlarms and ySS ( } 
fires u 
ion. Cor i! 
question 
“iE we res} 


mobil nVvol 

of course col ade 
But if tl 
in a buildis g 

bile fire, or is it part 
building? 


) @ 


Suppo e tre 


in contents ¢ her th 


llow, then, Is it 


Answer: 

| il 
should be msidered 
tents of the buildi 
involving tl 
inside the 
building fire 


tion whether 


to tl vehick stro 


probably 
Classified 


contine 


lin th 





Mf. Uf the 


fire on the 


nsidered an 


thie sil 


or either laequer or 


rough washing with 


ommended 


in the 


to pre- 
uppearance 
protective paint 


gent ean be used in 


by «a thorough 


film builds 

ily removable by 
non-abrasive, wax- 
the dry white- 
mally restore the 


iginal finish 

nd the use of any 
lor not only 
0 no ability lo 
the paint surt- 


e paint repair 


“1951 
number of 


ou ow 
ot the 
ling and contents 

ther informa- 
, please answer this 

lurm for an auto- 
street, we 
iutomobile fire 
catches fire while 
nutomo- 


the contents of the 


] 


Ing damage o1 iginates 


in the automobile? 


W.N.B 


a building it 
mart of the eon- 
ind theretore, a fire 
hicle while it was 
classified as a 
this classifiea- 

was confined 
Lf irgument can 
to have the fire 
, if the fire is just 
, in such 


owevel 


smoke and 


building, and I there- 


tion would be 


‘I think we'll all feel better after his first fire”’ 


wR PLL 
Our Record’s Tops with 


Ay aes 


e Scott Air-Pak* 


pis 


* Scott Air-Pak uses pure air 
(not oxygen) for fighting fires 


~—e ott DEMAND 


“Emergency call from the watch desk 


* Scott 


victims. 


of. 


Scott Inhalator* 
- 





Inhalators use oxygen 






or oxygen mixtures for reviving 


INHALATORS 


Rescue squad needed 


nan over- 


come. Minutes later he was feeling better, revived with our Scott Demand 


Inhalator. Makes you feel good to help folks like this. 


“These efficient, portable oxygen units are wonderful for emergency service. 
thanks to the demand 
feature. We can also provide constant flow by pressing a button. The demand 
feature is fully automatic and cuts down training time.” 


Victims get LOO“% concentration — comfortably 


SCOTT Air-Paks (illustrated on fireman at top left) enable rescue crews 


to reach victims under the most hazardous breathing conditions. 


Air-Paks 


assure the wearer constant supplies of cool, fresh AIR (not oxygen) for 


as hundreds 
have done.. 





Type A—for fixed installation 
in truck or ambulance. 


Ask your distributor for 


asd 


FOR SAFETY FOR SERVICE] 


quick rescues with maximum safety. 


Pay 





Do 


of other fire departments 
. specify SCOTT. 


Type B— 
portable, 
including 
carrying 
case (with 
or without 
cylinders). 


FREE DEMONSTRATION 
or write us today! 


MEDICAL DIVISION 


SCOTT AVIATION CORP. 
236 ERIE ST., LANCASTER, N. Y. 


CANADA: SAFETY SUPPLY CO 
EXPORT. SOUTHERN OXYGEN CO 


TORONTO 
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SENSIBLE 


FOR ALL YOUR HOSE CONNECTIONS 


improved 
SENSIBLE 
LUG COUPLINGS 


insure 


QUALITY and SAFETY 





The improved Powhatan “Sensible-Lug Couplings” are precision tooled and manufactured 
of only the best high-grade materials. They set a standard that is “tops” in this special- 
ized field of fire-fighting equipment. The curved surfaces of this modern coupling enable 
the hose to glide easily over all obstructions, thus preventing snagging, an important 
safety and economical feature appreciated by those who know. 


SPECIFY “SENSIBLE’’ LUG COUPLINGS ON YOUR NEXT HOSE ORDER 


Od tN BD 


and IRON WORKS 


RANSON , WEST VIRGINIA 


Phones 93 & 94 Charles Town, West Virginia 
Sorell ities ME hd 









FEDERAL’S & _ 


LullN 





SIREN 
GIVES TOP VOLUME 


The one siren you can hear above all others 


No traffic noises, no other warning signals can top the Federal Q 
Siren. The newest, the greatest siren ever developed. Look them 
all over — then compare — you'll buy the Federal for greater 
penetration, maximum sound output and longer coasting. 


In the emergency vehicle field you need the finest in sound protec- 
tion. Specify the Federal Q Siren. Write for Bulletin 301 today! 


FEDERAL ENTERPRISES, INC. 


Formerly: FEDERAL ELECTRIC COMPANY, INC. 
8717 SOUTH STATE STREET CHICAGO 19, ILLINOIS 
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Dates to Remember 


Alabama: The 16th Annual Training 
School for Firemen will be held at Uni- 
versity May 19-23. Write to Ben Harris, 
Director, Box 1542, University, Alabama 


California: California Institute of 
Technical Training sessions will be held at 
Los Angeles, Sacramento, Oakland-Fresno, 
and San Diego. Write to Thomas 8. 
Ward, Supervisor of Fire Training, State 
Department of Education, Sacramento 14, 
California. 


Connecticut: The 11th Annual Con- 
necticut Fire College will be held in New 
Haven, May 19th to 24th. 


Florida: The 25th Annual Conven- 
tion of the Florida State Firemen’s 
Association will be held at the Biscayne 
Terrace Hotel, Biscayne Boulevard, 
Miami, May 7-10. 


Illinois: The 28th Annual Fire College 
will be held at Champaign-Urbana, June 
10-13. Write to Professor G. W. Harper, 
Director, 226 Mechanical Engineering 
Bldg., University of Illinois, Urbana, 
Illinois. 


Indiana: The 19th Annual Indiana 
State Fire School will also be held at Pur- 
due University, May 26-29. 


Iowa: The 28th Iowa State Fire School 
will be held at Iowa State College in 
Ames, May 20-28. 


Kentucky: The Kentucky Fire School 
will be held at the University of Ken- 
tucky, June 3-5. The 14th Annual Meet- 
ing of the Western Kentucky Firemen’s 
Association will be at Fulton, May 5-7. 


Maryland: The Annual Short Course 
will be held on the campus of the Univer- 
sity of Maryland at College Park, Septem- 
ber 2-5. 


Michigan: The Michigan Fire College 
will be held at the University of Michigan, 
Ann Arbor, June 17-20. Write to M. D. 
Whale, Supervisor, Public Service Train- 
ing, State Department of Public Instruc- 
tion, P. O. Box 928, Lansing, Michigan. 


New Mexico: The New Mexico Fire 
School and Convention will be held at 
Clayton, June 23-25. Write to Floyd W. 
Wynn, Secretary, New Mexico State Fire- 
men’s Association, 508 Roxana, Hobbs, 
New Mexico. 


North Carolina: The Annual North 
Carolina Fire College and Drill School 
under the direction of State Fire Marshal 
Sherwood Brockwell will be held in Char- 
lotte, May 19-22. 


North Dakota: An Instructor’s Short 
Course will be held at Wahpeton May 
11-13. It will be sponsored by the School 
of Science and the North Dakota Fire- 
men’s Association. Write to Roy W 
Johnston, Training Supervisor, Hillsboro, 
North Dakota. 


Ohio: The Ohio Fire Administration 
School will be held at Ohio State Uni- 
versity, in Columbus, September 2-5 
Write to W. T. Banning, Fire Department 
Instructor, Kent State University, 606 
Fourth St., N.W., New Philadelphia, Ohio 
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Oklahoma: A Short Course in Fire 
Hazard Control will be held at Oklahoma 
\ & M College, Stillwater, June 16-27. 
Write to Professor R. J. Douglas, Campus 
Fire Station, Stillwater. 


Oregon: The 32nd Annual Conference 
of the Oregon Fire Chiefs’ Association will 
be held in the City of Medford, May 26- 
28. 


Pennsylvania: The Keystone State 
Fire Chiefs’ Association will hold a semi- 
annual meeting on May 17 at the Edgely 
Fire Station, Edgely, Bucks County. 

The 3rd Annual Delaware County Fire 
School will be held at the Springfield 
Central School in Springfield Township. 

The 25th Annual Conference of the 
Eastern Fire Chiefs Association will be 
held in Reading, June 2—4. 

The Western Pennsylvania Firemen’s 
Association will have a convention at the 
Hotel William Penn in_ Pittsburgh, 
\ugust 14 to 16 


South Dakota: The 23rd Annual South 
Dakota Fire School will be held at Yank- 
ton, June 2-6. Information may be ob- 
tained from Robert W. Hanigan, Secre- 
tary, South Dakota Firemen’s Association, 
P.O. Box 423, Pierre, South Dakota. 


Tennessee: The Tennessee State Fire 
Service School will be held at Murfrees- 
boro, August 25-29. Write to Captain 
Homer S. Elkins, Itinerant Fire Depart- 
ment Instructor, Tennessee State Board 


for Vocational Education, Trade & Indus- | 


trial Service, 215 Chestnut Street, Chatta- 
nooga, Tennessee. 


Texas: A Texas Fireman’s Training | 
School will be held at Texas A & M Col- 


lege, College Station, August 24-29. Write 
to Colonel H. R. Brayton, Director, 
A & M College, College Station, Texas. 


Virginia: The 1952 Virginia State Fire 
School will be held in Norfolk, September 
8-12. 


Washington: The Annual Conference | 
of the Washington State Firemen’s Asso- | 


ciation will be held in Yakima, August 
20-23. For reservations write to Reserva- 


tion Committee, care of Yakima Fire | 


Department, Yakima, Washington. 


Washington: The 21st Convention of 
the International Association of Fire 
Fighters will be held August 11-15. 


Information on reservations may be ob- | 


tained from the Seattle-Northwest Con- 
vention Committee of the LA.F.F., % 
New Washington Hotel, Seattle. 


West Virginia: The 22nd Annual West 
Virginia Fire School will be held in Mor- 
gantown, July 21-25. Further informa- 
tion may be obtained from R. EF. Hanna, 
Ir., Director, Fire Service Extension 
Schools, West Virginia University, Mor- 
gantown, West Virginia 


Wisconsin: A Wisconsin State Fire 
School will be held at Madison, August 
11-18. Write to J. J. Lichty, Assistant 
Director of Bureau of Community De- 
velopment, Wisconsin University, 208 
kixtension Building, Madison, Wisconsin. 





Pyrene Vehicle Type 
ee Extinguishers give at 


“ORK LIKE A 


least twice the service 





life of ordinary vaporizing 
liquid extinguishers ! 





Vibration is the big enemy of fire extinguishers 
mounted on trucks and buses. Vibration beats on 
the parts—can knock them out of kilter—make 
the extinguisher inoperative. 


But Pyrene* has licked vibration ! 


Special construction features, found only in Pyrene, 
are the answer. In every 1 qt. and 1% qt. Pyrene 
Vehicle Type Vaporizing Liquid Extinguisher, a 
special vibration dampener holds the pump mech- 
anism firmly in place, protecting it against both 
vertical and horizontal vibration. And tough brass 
linings guard the valve housings in every spot 


where wear could occur. 
inieiamananindiaa Ce) 


In competitive vibrating ma- 
chine tests, a Pyrene Vehicle 
Type Extinguisher outlasted 
three other major brands by 
more than 2 to 1... the ratio 
going as high as 15 to 1. 









Half life is no bargain. Buy on PYRENE MANUFACTURING COMPANY 
facts... buy long-lived Pyrene! é 587 Belmont Avenue * Newark 8, N.J. 
*T.M. Reg. U.S. Pat. Off. a Affiliated with C-O-Two Fire Equipment Co. 
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” You bet | specify 
MIDWESTERN cictting’ 


r+emy men deserve the BEST! 





~\~“TU “PROTECTION 
COMFORT 
«| 
a SERVICE 


There is no substitute for the 
extra protection, built-in com- 
fort and longer wear you get 
by specifying Midwestern 
clothing. In our vast selec- 
tion of rubber materials you 
will find the type of fabric ex- 
actly suited to your climate 
and needs. You can count on 
the softness and flexibility of 
the high-grade materials used to meet your most exacting 
requirements for lasting comfort and rugged service. 





Due to government requirements for Midwestern Protec- 
tive Clothing, prompt delivery will be assisted if you place 
your order early. For complete information, have your 
Midwestern dealer show you our full line. A letter to the 
factory will also bring you literature and material samples 
for your inspection. 





MIDWESTERN MFG. CO., Mackinaw, Illinois 
Manufacturers of the Famous MACKINAW Coats 


PROTECT 


YOUR EQUIPMENT 










FIRE and POLICE 
UNIFORMS 


SHIRTS 
BADGES 
CAPS 
ACCESSORIES 










RUSSELL 
UNIFORM 


NEW YORK 





Set 
lash "2 W 
Gs aG 
| 
Flashing, oscillating WIG-WAG Redhead | 
beam quickly clears the driver’s side of the 
road as well as warning those approaching. 
Sends powerful signals 1,000 ft. 
ahead. Visible for miles. 
Safer, faster, quieter 
runs. 6” and 8” |! RUSSELL UNIFORM CO. 
diameter 192 Lexington Ave., 
i New York 16, N. Y. 


Please send free catalog checked below: 


; 

|| © Fire Department Uniforms and 

ly Equipment 

|! © Police Department Uniforms and 

: Equipment 
RR MO Meee eee eeeee ee es son 
re OLRM Adress 0c eceeeeeeeees : 
hcddalacdnilln ie Dac cdattnnt dein Ate ind ae Seecceces Zone.... State... 
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“The ABC of Fire Protection” 
ANY fire fighters will be inte: 


ested in an attractive 36-page 
booklet with the above title. It is 
“chock-full” of important informa- 
tion on automatic sprinklers. It has 
been published by the “Automatic” 
Sprinkler Corporation of America, 
Youngstown 1, Ohio, and presents : 
simple, yet thorough explanation ot 
the fundamentals of sprinkler pro- 
tection and descriptions of — the 
sprinkler facilities manufactured by 
the corporation. 

Fixed temperature systems, rat 
of temperature-rise systems, and 
alarm and control systems are ane- 
lyzed, with diagrams and other illus- 
trations highlighting the compon- 
ents and operations of each type ot 
system. Deluge systems, the use ot 
fog nozzles as sprinklefs, air foam 
systems and others are explained in 
a chapter covering the protection of 
special hazards. 

Copies of the publication may he 
obtained without charge by writing 
to the corporation at the above 
address. 


Shelter from Atomic Attack 


ee Federal Civil Defense Ad 


ministration has issued a tech 
nical manual on the general subjec 
of Shelter From Atomie Attack 
Existing Buildings. This pamplil 


is identified as Part I Method fo 
Determining Shelter Needs and 
Shelter Areas. It outlines an ap 


praisal and = scoring system for 
identifving the suitability of areas in 
existing buildings from the stand- 
point of the protection they provide 
against blast, radiation, and flash 
burns to personnel from atomic 
bomb explosions. It does not at- 
tempt at all to cover the problem o! 
the type of situations which could 
develop in certain cities which would 
be subject to conflagration or fire 
storm. The only imporiant men- 
tion of environmental fire condi- 
tions is the suggestion that shelte 
areas be appraised in the light olf 
fire and other hazards in the neigh- 
borhood. The pamphlet is identi- 
fied as TM-5-1 and is dated Febru- 
ary 1952. It has 60 pages and may 
be obtained from the U.S. Superin- 
tendent of Documents, Washingtor 
25, D. C., for 20 cents. 


Please mention FIREMEN 
when writing to advertisers 











» @ 


BWH FIRE HOSE 


Always ready...always able...where dependability counts 






Tn the business of guarding against tragedy, there’s no such thing as 
a “second chance”... no room for equipment failure. 


BWH Fire Hose, fully tested and approved through the years, is the 
name that fire fighters know means the very best in fire hose. 


And it is light in weight, easy to handle on ground or ladder .. . flat 
cured to fold fast and ride snug in truck beds... built to give the most 
)) % years of the toughest usage. 


Let our Fire Equipment experts help you select the right BWH Fire Hose 
for your individual requirements. 





Another Quality Product of 
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: BWH 
“BOSTON FIRE JACKET” HOSE 
Double Jacket 
Heavier, suene r fibers, perfect 


adhesion, smooth, friction-resistant 
water-way. Rates tops in every test! 





BWH 
“PARAMOUNT” HOSE 
Double Jacket 


Designed for oy handling and lon 
service on tough jobs. Ages well, 
withstands high pressures. 


BWH 
“MILO” HOSE 
Single Jacket 
For long, trouble-free performance 


in communities where a light serv- 
ice hose is adequate. 





BWH 
“UNDERWRITERS” HOSE 
Single or Double Jacket 

Made in strict accordance with the 

National Board of Fire Under- 


writers’ specifications. Labeled or 
unlabeled. 


Boston Woven Hose ¢ russer company 


Warehouse Stock: 11] N. Canal St., Chicago, lilincis Distributors in all Principal Cities 


PLANT: CAMBRIDGE, MASS. - P.O. BOX 1071, BOSTON 3, MASS., U.S.A. 
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YOU LOOK S0-0-0 
HANDSOME. 


LAr 





.... HERE'S PROOF OF EXPERT RESULTS BY AN 
INEXPERIENCED OPERATOR! 


“A few years ago we saw an office girl 
use an Ansul Extinguisher in competition 
with an experienced fire-fighter who used 
another dry chemical fire extinguisher 
of approximately the same size. It was 
the girl’s first attempt at fire fighting 
with any extinguisher. The stenographer 
extinguished a test fire in 4 or 5 seconds. 
The experienced fire-fighter exhausted 


ANSUL CHEMICAL COMPANY 






THE “NEW YORKER” 
(Leather) 





THE “CLIFTON” 
(Plastic) 


CAIRNS & BRO., INC. - 
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CAIRNS 


METS 


THE “SENATOR” 


(Aluminum) 


Write Catalog 340 


SINCE 183 


his extinguisher in about 15 seconds with 
no put ort fire.” 

The above is a true account of an actual 
experience viewed by witnesses. Re- 
member Ansul is FIRST in Fire-Stop- 
ping effectiveness with inexperienced op- 
erators... and... YOUR BEST PRO- 
TECTION for flammable liquid, gas and 
electrical fires. 


© MARINETTE, WISCONSIN 














Allwood, Clifton, N. J. 








Salem, Oregon, Fire 
Department Bulletin for 
“Baby Sitters” 


— 7R a survey of local schools 
had indicated that more than 
400 children in the fourth, fifth, and 
sixth grades performed “baby sit- 
ting’ duties, members of the Salem, 
Oregon, Fire Department, headed 
by Chief W. P. Roble (NFPA Mem- 


ber), prepared a bulletin on home 
fire safe ty. The bulletin, shown be- 
low, is distributed to the schools and 


is also made available at the Fire 
Chief’s and Fire Marshal’s Offices 
for any parents desiring copies. 
Safety Hints for Baby Sitters 

A. General information to obtain from 
parents: 

materials for chil- 
dren’s care such as: clothing, feeding, play- 
things, and reading materials. 


Information about 


Location of telephone and emergency 
telephone numbers. Know destination of 
parents and telephone number. Fire De- 
partment number is 3-3144. Rural fire 
numbers: Keizer 3-9898; 4-Corners 2-3385; 
Liberty 4-2464. Police Department 4- 
3341. Know the family doctor’s number. 

(If parents do not leave number of their 
have them leave name of re- 
sponsible neighbor who could take over in 
an emergency until parents come home.) 

Floor plan of home or the known where- 
abouts of the doors and exits of the house. 

Know the controls of heating and cook- 
ing appliances and be sure they are shut 
off after using. 

Have flashlight available for use. 


destination, 


B. Things to do in event of emergency 
from fire: 

Get the children to safety. If possible, 
see that they have proper clothing for cold 
weather. 

If time permits, close doors to rooms 
which are involved in fire to prevent the 
spread of fire. 

Call Fire 
phone. 

Continue care of children. 


Department from nearest 


C. Odor of gas present: 

In case of odor of gas in a house take the 
children to safety. 

Do not turn lights on or off in a house as 
it may create a flame and explode or ignite 
the gas. 

Call the Fire Department. 


The distribution of such informa- 
tion not only is beneficial to the Fire 
Department’s relations with the 
public, but also can help in mini- 
mizing the possibilities of fire losses 
and other emergencies that may con- 
front these children who have the 
responsibility of caring for others. 











Membership Report 
NGPA Welcomes: 


HE following 29 fire chiefs and 

fire departments who have en- 
rolled as NFPA Members. There 
has been an encouraging response 
from Member De partments to the 
campaign for securing 2,000 fire de- 
partments as members of NFPA. 
There has been a continual rise in 
the amount of applications for mem- 
bership since the 


goal was an- 
nounced. Current NFPA Fire De- 
partment Membership has now 
reached 1,808 fire departments and 


22,427 men. 


California: Chief Roy Tremaine, 


La- | 


Habra Valley Fire Department, LaHabra; | 
California Medical Facility Fire Depart- 


San Pedro. 
Colorado: 
Volunteer 


ment, 
Ivywild-Cheyenne Canon 


Fire Department, Colorado 
Springs 
Connecticut: Storm Engine Company 
No. 2, Derby; Firefighters, Local 786, 
Stamford; Hotchkissville Fire Company, 
Woodbury. 
Florida: 
Conway 
Orlando. 
Hawaii: Hawaii Fire Department, Hilo. 
Illinois: Chief Dick Van Valer, Green- 
wood Volunteer Fire Department, Green- 
wood. 


Chief Leo T. 
Volunteer Fire 


Herber, Sr., 
Department, 


Iowa: Coon Rapids Fire Department, 
Coon Rapids; Dubuque Fire Department, 
Dubuque; Chief H. C. Martin, Evansdale 
Fire Department, Evansdale. 

Kentucky: Chief Letcher R. Martin, 
Henderson Fire Department, Henderson. 

Maryland: Chief W. Frederick Coursey, 
Church Hill Volunteer Fire 
Incorporated, Church Hill. 

Missouri: Chief L. R. Patterson, 
ter Fire Department, Dexter. 

New Brunswick: Chief Ernest Boud- 
reau, Kedgwick. 


Company, 


Dex- 


New Jersey: Kinnelon Volunteer Fire 
Company, Kinne lon. 


Oregon: Gearhart Volunteer Firemen, 


Gearhart; Lake Grove Fire Protection 
District, Lake Grove. 
Quebec: Chief G. Clovis Bessette, 


Giffard; Ste. Rose Fire Brigade, Ste. Rose. 
Texas: Emory Volunteer Fire Depart- 
ment, Emory; Houston Fire Department, 
Houston; Wichita Falls Fire Department, 
Wichita Falls. 
Washington: Wenatchee Fire Depart- 
ment, Wenatchee. 
Chief H. A. 
Volunteer 
Chief J. T. Loyal 
Fire Department, Loyal; Roddis Plywood 
Corporation Fire Brigade, Marshfield. 


Wisconsin: 
Knowles 


Czoselke, 
Fire Department, 


Knowles; Chirstenson, 


NEW HOSE DRYING MANUAL 
TELLS HOW TO DRY, STORE 


_AND CONSERVE FIRE HOSE 








. (Se fy 


lve Been fenetrated ! 


- with the improved 





FIREWATER,* the chemical penetrant that 
now gives you: 


* Corrosion no greater than tap water! 


*® Surface tension of 31 dynes per square 
centimeter when diluted 600 to I! 


*® Penetration that actually sinks raw cot- 
ton (as well as ducks)! 


a recognized as being the most effective, least 

pensive wetting agent on the market, the new 
FIREWATE R is even farther ahead of the field. 
WRITE TODAY, ON YOUR OFFICIAL LET- 
TERHEAD, FOR FREE SAMPLE AND NAME 
OF DISTRIBUTOR NEAREST YOU! 


* Trade Mark Registered. 


THE 
— 
= 
— 
— 
c 


. 
Tea | 
Wa 


== Sse EE 

= = == == 

-_ = _—_-—- eS 

- = r-- ee - 
OMP ANY 


Number 1 First Street, Los Altos, Calif. 






THE AIR CONDITIONING 


FIRE HOSE DRYER 


Circul-Air is the patented, electrically oper- 
ated hose dryer which circulates prewarmed 
fresh air through coiled wet hose at the rate 
of 5 to 6 air changes per minute. It's designed 
to lengthen hose life, improve the appear- 
ance and functional design of new fire 
houses, and to save floor space and hard 
work. NO OTHER DRYING METHOD IS SO 
FAST—SO ECONOMICAL—SO EASY TO USE. 


ACCEPTED + APPROVED + RECOMMENDED 


ACCEPTED as the standard drying medium in 
over 1500 fire departments — APPROVED by 
the leading testing laboratories —- RECOM- 

' MENDED by fire hose manufacturers and 
Fire Chiefs “all over America.” 


If you are building, send for free 
copy of “Fire Station Design” 
THE Chcugiee CORPORATION 


575 East Milwaukee Detroit 2, Michigan 








WEAR 


PERMA-KNOT TIES 


(FOR THAT ALWAYS PERFECT LOOK) 











GUARANTEED 
@ PERFECT KNOT 
EVERY TIME 


@ TWO SECONDS 
TO PUT ON 


@ WEARS LONGER 
—CLEANS EASILY 


@ ABSOLUTELY 
SLIP-PROOF 


(EASY-ON) 


UNIFORM PERMA- 

KNOT TIES AVAIL- 

ABLE IN THESE 
SHADES: 


Black Maroon 
Navy Blue Green 
Royal Blue Brown 


(ALWAYS NEAT) 


BUY DIRECT FROM MANUFACTUR- 
ER AT THESE WHOLESALE PRICES 


1 Perma-Knot Tie. . . 


$100 
$400 
$900 


(Send remittance with order and save money) 


PERMA-KNOT TIE CO. 
Dept. F-20 5550 Main St. 


WILLIAMSVILLE 21, N. Y. 


5 Perma-Knot Ties . . 


12 Perma-Knot Ties 
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What’s New in Fire Equipment ‘ 


Onan Auxiliary Power Described 

“Auxiliary Electric Power for Public 
Utilities’ is a new folder describing the 
types and sizes of Onan Electric Plants. 
It is issued by D. W. Onan & Sons, In- 
corporated, Minneapolis, Minnesota, and 
describes how utility company can_ be 
served by electric generating plants. The 
folder, called Auxiliary Folder, Form 
A-292, is available from the manufacturer. 


Reprint on Home Fire Safety 

The Fire Protection Institute, 670 Fifth 
Ave., New York 19, N. Y., has announced 
a second reprinting of an article which ap- 
peared in a recent edition of Life Magazine 
The Institute worked with Life in the 
preparation of the article which concerned 
steps to be taken by householders for home 
fire safety. Copies of the article are avail- 
able free in limited quantities to fire chiefs 
and others with a interest in fire safety. 


Burn Dressings for Emergency 
First Aid 
Vaseline sterile petrolatum bandages for 
emergency first aid treatment for burns 
are prepared by the Chesebrough Manu- 


facturing Company, McKee’s Rocks, 


Pennsylvania. Recently the company has 
distributed small aluminum foil packets of 


the bandages. According to the manu- 


facturer, a pocket-sized pamphlet ‘‘Treat- 
ment of Atomie Burn Injuries’”” by New 
York Surgeon, Dr. Martin J. Healy, 


which recommends the petrolatum gauze, 
is being distributed officially by civil de- 
fense organizations in 34 states to medical 
and trained 


personnel. The pamphlet 


gives instructions for care of wounded, 
shock and fracture victims and lists step- 
by-step treatment for burns in emergency 
centers. Further information may be ob- 


tained from the manufacturer. 


Safety Auxiliary Stretcher 

The Chicago Safety Equipment Com- 
pany, under new ownership, has moved to 
2717 N. Ashland Avenue in Chicago. The 
organization manufactures an auxiliary 
stretcher designed for emergency use. It 
can be used as a chair-carry, or as a full- 
length stretcher. It folds to 19% x 2214 
inches and weighs only 7!4 pounds, yet can 
carry over 300 pounds on its tubular steel 
frame and double-stitched, moisture proof 
canvas. Further information may be ob- 
tained from the manufacturer. 
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Ahrens-Fox Fire Engines . . . .. 31 
Akron Brass Mfg. Company eens 5 
Ansul Chemical Company . . . . . 26 
John Bean Division, Food Machinery 

and Chemical Corporation .. . 4 
Boston Woven Hose & Rubber Com- 

6 ee 2 Se ee 
Cairns & Brother, Inc. . . . . . . 26 
Carpenter Mfg. Company » “2a 
Chesebrough Mfg. Company, Cons'd 18 
Circul-Air Corporation . .... . 27 
W.S. Darley & Company ... . 6 
Federal Enterprises, Inc. . . . . . 22 
Firewater Company ...... . 27 


Gamewell Company. ..... - 3 
Hale Fire Pump Company ... . 20 
Howe Fire Apparatus Company . . 28 
Midwestern Mfg. Company .... 24 
Pe CONOE 3 ak sao se ere es we 
Perma-Knot Tie Company ... . 27 
Powhatan Brass & Iron Works . . . 22 
Pyrene Manufacturing Company . . 23 
QRS Neon Corporation, Limited . . 16 
Rockwood Sprinkler Company . . . 2 
Russell Uniform Company ie a ee 
Scott Aviation Corporation .... 21 
D. B. Smith & Company ..... 19 
Univereal Golean, inc. 6. 5 2 et te BD 
Waterous Company ....... I7 





HOWE Fire Truck Equipment Meeting Every Service Since 1872 
Centrifugal, Rotary, and Piston Pumps supplied 


“Say You Sau It In FIREMEN” 
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HOWE FIRE APPARATUS COMPANY, 1406 West 22nd Street, Anderson, Indiana 





“Triple-Jet” Safety Nozzle 
The Fogg-It Sales Company, P.O. Box 
1985, Modesto, California, manufactures a 
nozzle for use on 34-in. garden hose lines for 
small fires. The “Triple-Jet” is designed 
to deliver a very fine pattern of protective 
fog, even on low-pressure water systems. 
It can be used in multiple units in installa- 
tions where a moderate fog discharge 
would be effective. Manufactured from 
solid brass, each nozzle delivers approxi- 
mately 21% gallons of water per minute at 
50 Ibs. pressure. Information will be sent 

from the manufacturer upon request. 


MSA Cleaner-Sanitizer 

Personal safety equipment such as face- 
shields, respirators, mask facepieces, ear 
defenders and clothing, can be cleaned and 
sanitized with this new dry powder, ac- 
cording to the manufacturer Mine 
Safety Appliances Company, Pittsburgh 8, 
Pennsylvania. The powder is contained in 
25 one-ounce envelopes to a carton. The 
user adds one ounce to a gallon of luke 
warm water, applies the solution to equip- 
ment and allows it to air dry. Detailed in- 
formation may be obtained from Bulletin 
No. CM-18, available without charge from 
the manufacturer at the above address. 


Motorola Improved Receiver for 
2-Way Radio Systems 

A new simplified radio communications 
receiver which incorporates only fourteen 
standard tubes has been announced by 
Motorola's Communications and Elec- 
tronics Division, Chicago 51, Illinois. The 
receiver is designed for use with 2-way 
radio systems and uses only five different 
tube types. The components and wiring 
have been simplified so that all terminals 
and service points are fully available with- 
out removing or relocating other compon- 
ents or wiring. The new unit is inter- 
changeable with previous models now in 
operation. 

















A valuable tool to help you reduce fire losses — 
the VANETTE fire prevention demonstration unit 





gi 















Sf 


seanecearesnnertontes 


MINNEAPOLIS FIRE DEPT. 
FIRE PREVENTION BUREAU 


: DEMONSTRATION UNIT 


MINMEAPOLIS FIRE DEPT 


A VERSATILE, LOW-COST TRUCK THAT CAN 
DOUBLE IN CIVILIAN DEFENSE AND RESCUE 
The Minneapolis Fire Department has rigged its VANETTES with stretchers, WORK, OR AS AN EMERGENCY AMBULANCE 


pulmotors, floodlights, movie projector, public address system, and a 
score of other items to do a complete educational job in safety. 






@ Chief Reynold C. Malmquist of the Minneapolis Fire De- 
partment expects to greatly reduce fire losses with this interesting 
BUILT LIKE A FIRE TRUCK! new idea in public education. The Chief’s program of fire preven- 
tion is centered around two specially-equipped units. The trucks 
will visit schools, churches, clubs, hospitals, mills and industrial 
plants throughout the area, carrying some dramatic lessons in fire 
safety to groups where these lessons will do most good. 

The idea is well worth consideration by any progressive fire 
department. 





VANETTE bodies were selected because of their quality 
construction, efficiency and economy. For full information 


Wide, roomy interior Wrap-creund reer bumper about VANETTE bodies, see your local Ford dealer or mail 
(full opening doors extra) coupon below 
at aaa te ; . 


VANETTE 





DIVISION OF UNIVERSAL SALES INC., DELAWARE, OHIO 





Heavy duty rub rails and 
corner guards (extra) 





Please send me complete information on the VANETTE Fire Preven- 
tion Demonstration Unit. 


i ictecictdnnnina stan 


ADDRESS 








CO eciciientiitataias 1 STATE 


Fibre glass insulation Orscheln emergency brake (extra) 


| 

| 

| 
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Supplied in 
2, 5 or 40 
impeRIAL | * 
Nicerol is supplied in ° Ts 
GALLONS heavy gaugesteeldrums Meet the hazard of fire with Nicerol, the foam compound that 


CAPACITY designed for quick re- ‘ ° e re ° 
lease and clean pouring. kills any oil or petrol fire quickly and absolutely. Nicerol is a 


concentrate, producing a heavy type foam of closely-knit small 
* bubbles which form a tough, vapour-tight blanket over the 


Nicerol can be used in 


any type of mechanical SUrface of burning oil or petrol. It is characteristic of Nicerol 


foam or air foam appara- 


tus. In this case abase Foam that it flows with the fire and is highly resistant to flash- 
Teton. peiwe back or re-ignition. It can be used successfully in any type of 
operated. > : ir- Ms 

mechanical foam or air-foam appara- 7), evel Marvy wuld the Revel 


tus —is equally effective with salt Air Force use it and so do Oil 


|) (Saas ‘ 
‘aioe Abdali a water or fresh and can be stored for Companies, Fire Equipment 


"3 ¥ ; The secret of Nicerol Manufacturers, Civil Air Lines, 


effectiveness lies in the years without deterioration. several Commonwealth and 
small bubble formation. ° 


It creates a tough, effi- Foreign Government depart- 


ae i cient blanket. 3 gallons TRADE ENQUIRIES INVITED ments, and Fire Brigades 
+ Bnstyie, 3 E ad caer aie. throughout the world. What 


duceover1,100Imperial For further particulars, samples, catalogues,ete. better recommendation? 
gallons of foam. 


. NICEROL LIMITED, LISBURN, N. IRELAND 


~ above petrol and 
il blaze was ex- a ° ° 
tinguished in'a matter Telephone: Lisburn 2027 Telegrams: Nicerol, Lisburn 
rat sven : of seconds by a normal 
4 is NR SS hal mix of Nicerol Foam 

Pits Os a4 Compound. 
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, de ‘ 
A famous "sports" call oA a end a + 
presented by GRE Re LS ie. 


AHRENS - FOX 


In sports—decisions must be made quickly. For instance—it's the 
first half of the eighth inning in the 3rd game of the 1925 World 
Series. There are 2 outs—and Washington leads Pittsburgh 4 to 
3. Earl Smith—the Pirate catcher—hits a long ball to right field. 
Sam Rice goes back to the stands—reaches for the ball—and 
falls into the stands! It takes quite awhile before Rice is seen 
coming back onto the field—but when he does—he has the ball. 
Smith has circled the bases for a score-tieing homer—but Umpire 
Rigler rules that the ball was caught—and the Pirates lose the 
ball game 4 to 3! Did Rice really catch that ball? Is the decision 


right or wrong? 





CHECK TRIE FACTS . .. . TRUGIO DRC IIE crite 


In choosing fire-fighting equipment—it’s smart to take your time. For your sake—for 


your community's sake—compare—study and know you're making the right choice. 


oz bo Naturally AHRENS-FOX welcomes comparison and wants you to check every point. 
You see—for years, AHRENS-FOX has been recognized as the makers of the world’s 


finest fire-fighting apparatus. 


And because AHRENS-FOX continues to make the finest— it’s to our advantage to 
have you know the whole story. So check and double-check. Prove to yourself that 


feature for feature-—-AHRENS-FOX is in a class by itself. 
Yes—make a thorough comparison—and you'll buy AHRENS-FOX equipment with 
confidence—and pride! 





| 
| 
| 
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For ALL Fire Fighters! 
NGPA Aanounces... 


“Attacking and Extinguishing Interior Fires’ 


By Lloyd Layman, former chief of the Parkersburg, West Virginia, 
Fire Department, and author of the book ‘‘Fire Fighting Tactics.” 


. = a 
{ illustrations So.60 per copy 


4 purge 
Special discounts for quantity purchases of 50 or more 


This important book on fire fighting should water. The latest methods of fighting fires with 
be used for reference in every fire department indirect application of water fog are explained 
and every school for fire training. Chiefs, fire in detail. Special attention is focussed on 
fighting instructors, and fire fighters should be utilizing the expansion and heat absorbing 
familiar with its informative contents. properties of water being converted into steam. 

Numerous case histories of actual fires are re- 

“Attacking and Extinguishing Interior Fires” ported with comprehensive analyses of what 
describes up-to-date methods of water applica- was accomplished with water and wet water 
tion in fire fighting. For the first time a well- through fog appliances. 
known fire chief has listed the fundamentals ; 
governing the behavior of interior fires and has This book is excellent reference material for 
analyzed the different phases of fires, ‘‘from the training of fire fighters in the latest tech- 
start to mop-up,” that necessitate changes in niques. It can be used as text for permanent 
extinguishing methods. reference by both experienced fire fighters and 

recruits. It is ‘“*must reading” for all members 

A significant chapter describes the procedures of the fire service interested in keeping pace 
and reasons for getting the maximum amount with the fire-fighting evolutions that lead to the 
of heat absorption from a given amount of most efficient results. 

Facts about the author. Lloyd Layman recently retired after 20 years as Chief of the Parkersburg, West Virginia, Fire 
Department. Readers of NFPA FIREMEN Magazine will recall his article in the February, 1950, issue entitled **Little 
Drops of Water,” in which he presented theories on fog fire fighting. Chief Layman is a member of the NF PA Committees on 
Fire Department Equipment and Firemen’s Training. During World War II he was commandant of the U.S. Coast Guard Fire 


Fighting School at Fort McHenry, Maryland, where large scale tests were conducted from which were developed many of the 
methods of using fog in fire fighting thal are now receiving acclaim throughout the fire service. 


Use This Convenient Order Blank Today! 


NATIONAL FIRE PROTECTION ASSOCIATION 
60 Batterymarch Street, Boston 10, Massachusetts 


Please send me ......copies of “Attacking and Extinguishing Interior Fires.” 
Name... 
Address .... 
County 


O Enclosed find check or money order for $.......... 





